Rules  and  Regulations 


Title  1— GENERAL  PROVISIONS 

Chapter  I— ’Administrative  Committee 
of  the  Federal  Register 

part  7— preparation,  PRESENTA- 
TION,  FILING,  AND  PUBLICATION 
OF  EXECUTIVE  ORDERS  AND 
PROCLAMATIONS 

Miscellaneous  Amendments 

Cross  Rkfcrknci:  For  amendments  to 
Part  7  of  Title  1,  see  Title  3.  Executive 
Order  11354,  supra. 


Title  7— AGRICULTURE 

Chapter  III — Agricultural  Research 
Service,  Department  of  Agriculture 

PART  354 — OVERTIME  SERVICES  RE¬ 
LATING  TO  IMPORTS  AND  EXPORTS 

Commuted  Travel  Time  Allowances 

Pursuant  to  the  authority  conferred 
upon  the  Director  of  the  Plant  Quaran¬ 
tine  Division  by  !  354.1  of  the  regulations 
concerning  overtime  services  relating  to 
imports  and  exports,  effective  July  31, 
1966  (7  CFR  354.1),  administrative  in¬ 
structions  (7  CFR  354.2),  effective  Jan¬ 
uary  27,  1906,  as  amended  March  19, 
1966,  April  23, 1966,  June  9,  1966,  July  15, 
1966,  August  25,  1966,  October  13,  1966, 
January  27,  1967,  March  1,  1967,  and 
AprU  15,  1967  (31  FJt.  1052,  4722,  6247, 
8113,  9593, 11213, 13203,  32  Fit.  969,  3383, 
6019),  prescribing  the  commuted  travel 
time  that  shall  be  included  in  each  period 
of  overtime  duty  are  hereby  amended  by 
adding  to  and  deleting  from  the  “lists” 
therein  as  follows :  * 

§  354,2  Adminiatnitive  inatrnrtions  pre¬ 
scribing  commuted  travel  time. 

•  •  •  •  • 
OUTSIDK  MxrmOFOUTAN  Aexa 
TWO  ROXntB 

Add:  Edmonds,  Wash,  (served  from  Seattle, 
Wash.). 

Add:  Randolph  AFB,  San  Antonio.  Tex. 
(served  from  San  Antonio,  Tex.) . 

•  •  •  •  • 

THXEX  HOUXa 

Add:  Port  Lewis,  Wash,  (served  from 
Seattle,  Wash.). 

*  •  •  •  • 

rouB  Houas 

Add:  Port  Townsend.  Wash,  (served  from 
SeatUe,  Wash.). 

•  •  •  •  • 

nvx  HOTTXS 

Delete:  Point  Townsend,  Wash,  (served 
from  Seattle,  Waah.) . 

•  #  ^  •  •  • 

These  commuted  travel  time  periods 
have  been  established  as  nearly  as  may  be 


practicable  to  cover  the  time  necessarily 
spent  in  reporting  to  and  returning  from 
the  place  at  which  the  employee  performs 
such  overtime  duty  when  such  travel  is 
performed  solely  on  accoimt  of  such  over¬ 
time  duty.  Such  establishment  depends 
upon  facts  within  the  knowledge  of  the 
Plant  Quarantine  Division.  It  is  to  the 
benefit  of  the  public  that  these  instruc¬ 
tions  be  made  effective  at  the  earliest 
practicable  date.  Accordingly,  piusuant 
to  the  provisions  of  5  UJB.C.  553,  it  is 
found  upon  good  cause  that  notice  and 
public  procedure  on  these  instructions 
are  impracticable,  unnecessary,  and  con¬ 
trary  to  the  public  interest,  and  good 
cause  is  found  for  making  th^  instruc¬ 
tions  effective  less  than  30  days  after 
publication  in  the  Fxoekal  Rkoistkr. 
(64Stat.  Ml) 

This  amendment  shall  become  effective 
May  26, 1967. 

Done  at  Hyattsville,  Md.,  this  22d  day 
of  May  1967. 

[sxal]  F.  a.  Johnston, 

Director, 

Plant  Quarantine  Division. 

(PJt.  Doc.  67-6873:  PUed,  May  25.  1867; 

8:47  a.m.] 


Chapter  IX — Consumer  and  Market¬ 
ing  Service  (Marketing  Agreements 
and  Orders;-  Fruits,  Vegetables, 
Nuts),  Department  of  Agriculture 

[Cherry  Beg.  6| 


regulation  is  based  became  available  and 
the  time  when  this  regulation  must  be¬ 
come  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufficient: 
a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  not  later  than  Jxme  1,  1967.  A 
reasonable  determination  as  to  the  sup¬ 
ply  of,  and  the  demand  for,  cherries  must 
awfdt  the  development  of  the  crop  and 
adequate  information  thereon  was  not 
available  to  the  Washington  Cherry  Mar¬ 
keting  Committee  imtil  May  9.  1967; 
recommendation  as  to  the  need  for,  and 
the  extent  of.  regulation  of  shipments 
of  such  cherries  was  made  at  the  meet¬ 
ing  of  said  conunlttee  cm  May  9,  1967, 
after  consideration  of  all  available  In- 
formati(m  relative  to  the  supply  and 
demand  conditions  for  such  cherries,  at 
which  time  the  recommendation  and 
supporting  information  were  submitted 
to  the  Department;  necessary  supple¬ 
mental  data  for  consideration  in  con¬ 
nection  with  the  specification  of  the  pro¬ 
visions  of  this  regulation  were  not  avail¬ 
able  until  May  10.  1967;  shipments  of 
the  current  crop  of  such  cherries  will 
begin  on  or  about  June  12,  1967,  and 
this  regulation  should  be  Applicable,  in¬ 
sofar  as  practicable,  to  all  shipments  of 
such  cherries  in  order  to  effectuate  the 
declared  policy  of  the  act;  and  com¬ 
pliance  with  the  provisions  of  this  regu¬ 
lation  will  not  require  of  handlers  any 
preparation  therefor  which  cannot  be 
completed  by  the  effective  time  hereof. 


PART  923— SWEET  CHERRIES  GROWN 
IN  DESIGNATED  COUNTIES  IN 
WASHINGTON 

Limitation  of  Shipments 

Findings.  (1)  Pursuant  to  the  market¬ 
ing  agreement  and  Order  No.  923  (7 
CFR  Part  923)  regulating  the  handling 
of  sweet  cherries  grown  in  designated 
counties  in  Washington,  effective  under 
the  applicable  provisions  of  the  Agricul¬ 
tural  Marketing  Agreement  Act  of  1937, 
as  amended  (7  UJ3.C.  601-674),  and 
upon  the  basis  of  the  recommendations 
of  the  Washington  Cherry  Marketing 
Committee,  established  under  the  afore¬ 
said  martceting  agreement  and  order,  and 
upon  other  available  information,  It  is 
hereby  found  that  the  limitation  of  ship¬ 
ments  of  cherries,  in  the  manner  herein 
provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  public 
Interest  to  give  preliminary  notice,  en¬ 
gage  in  public  rule-making  procedure,' 
and  postpone  the  effective  date  of  this 
regulation  until  30  dasrs  after  publication 
thereof  in  the  Federal  Register  (5 
U.S.C.  553)  in  that,  as  hereinafter  set 
forth,  the  time  intervening  between  the 
dAte  when  information  upon  which  this 


§  923.306  Cherry  Regulation  6.  * 

(a)  Order.  (1)  During  the  period 
June  1,  1967,  through  May  31,  1968,  no 
handler  shall,  except  as  provided  In  sub- 
paragraph  (2)  of  this  paragraph,  handle 
any  lot  of  cherries  unless  such  cherries 
meet  each  of  the  following  applicable 
requirements: 

(1)  Minimum  grade.  U.S.  No.  1:  Pro¬ 
vided.  That  the  contents  of  Individual 
packages  in  a  lot  are  not  limited  as  to 
the  percentage  of  defects  but  the  aver¬ 
age  of  the  defects  of  the  entire  lot  shall 
be  within  the  tolerances  specified  for 
such  grade. 

(11)  Minimum  size.  At  least  95  percent, 
by  coimt,  shall  measure  not  less  than 
Inch  In  diameter. 

(ill)  Faced  packs  and  any  packs  of  20 
pounds,  net  weight,  or  larger.  At  least  90 
percent,  by  coimt,  shall  measure  not  less 
than  ^  inch  In  diameter. 

(Iv)  Containers.  The  net  weight  of  the 
cherries  In  any  container  having  a  ca¬ 
pacity  greater  than  that  of  a  container 
with  inside  dimensions  of  15  by  10  Vk 
by  4  inches  shall  be  not  less  than  20 
poimds;  and  no  container  of  cherries 
shall  contain  less  thsui  12  poimds,  net 
weight,  of  cherries. 

(2)  Exceptions:  Notwithstanding  any 
other  provisions  of  this  section,  any  In- 
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dividual  shipment  of  cherries  which 
meets  each  of  the  following  require¬ 
ments  may  be  handled  without  regard 
to  the  provisions  of  this  paragraph,  of 
§  923.41  (Assessments) ,  and  of  S  923.55 
(Inspection  and  Certification) : 

(1)  The  shipment  consists  of  cherries 
sold  at  the  orchard  for  home  use  and 
not  for  resale; 

(ii)  The  shipment  does  not.  in  the 
aggregate,  exceed  100  poimds,  net  weight, 
of  cherries;  and 

(iii)  Each  container  is  stamped  or 
marked  with  the  words  “not  for  resale’’ 
in  letters  at  least  one-half  inch  in  height. 

(b)  Definitions.  (1)  Terms  used  in  the 
marketing  agreement  and  order  shall, 
when  used  herein,  have  the  same  mean¬ 
ing  as  given  to  the  respective  term  in 
said  mailceting  agreement  and  order;  * 

(2)  “UJS.  No.  1”  and  “diameter”  shall 
have  the  same  meaning  as  when  used  in 
the  n.S.  Standards  for  Sweet  Cherries 
CS  51.2646-51.2657  of  this  UUe) ;  and 

(3)  “Faced  pack”  means  that  the 
cherries  in  the  top  layer  in  any  container 
are  so  placed  that  the  stem  ends  are 
pointing  downward  toward  the  bottom  of 
the  container. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  UA.C. 
601-674) 

Dated:  May  23.  1967. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg¬ 
etable  Division,  Consumer  and 
Marketing  Service. 

(PJl.  Doc.  67-6907;  FUed,  May  25,  1967; 

•  8:60  ajn.] 


Chapter  XIV — Commodity  Credit  Cor¬ 
poration,  Department  of  Agriculture 

SU8CHAPTER  B — LOANS,  PURCHASES,  AND 
OTHER  OPERATIONS 

[COC  Oraln  Price  Support  Reseal  Loan  Regs., 
1965  and  Subsequent  Storage  Periods 
(1967-68  Supp.)  1 

PART  1421— GRAINS  AND  SIMILARLY 
HANDLED  COMMODITIES 

Subpart — Reseal  Loan  Program 
(1967—68  Storage  Period  Supple¬ 
ment) 

’The  regulations  issued  by  CCC  and 
published  in  30  F.R.  2852,  and  any 
amendments  and  supplements  thereto, 
are  hereby  supplemented  for  the  1967-68 
storage  pieriod  as  follows: 

Sec. 

14218518  Reseal  loan  programs  authorized. 
1421.3519  Area  of  availability. 

14218520  Storage  painnent  rates. 

14218521  Additional  stwage  and  quality 
requirements. 

1421 .3522  Authorized  storage  period. 

1421.3523  Warehouse  receipt  requirements. 

1421.3524  Settlement. 

1421.3525  Adjusting  storage  payments  for 

prior  storage  periods. 

Authoxitt:  The  provisions  of  this  subpart 
Issued  under  sec.  4.  62  Stat.  1070  as  amended; 
15  UR.C.  714b.  Interpret  oc  apply  sec.  5,  62 
Stat.  1072,  secs.  105,  401,  63  SUt.  1061  as 
amended;  16  tTR.C.  714c,  7  UR.C.  1421,  1441. 


§  1421.3518  Reseal  loan  programs  an* 
thorized. 

A  reseal  loan  program  is  authorized 
for  the  following  crops  of  specific  com¬ 
modities  held  in  farm  storage. 

1964. 1965,  and  1966  crop  oom. 

1964. 1966,  and  1966  crop  wheat. 

1966  and  1966  crop  barley. 

1964, 1965,  and  1966  crop  grain  sorghum. 

1965  and  1966  crop  oats. 

1966  cix^  soybeans.  • 

§  1421.3519  Area  of  availability. 

Area  and  scope.  ’The  reseal  loan  pro¬ 
gram  for  the  spiecified  crops  of  the  des¬ 
ignated  commodities  will  be  available  to 
producers  In  all  such  of  the  areas  in 
which  price  support  was  made  available 
with  respect  to  the  designated  crops  of 
the  commodities  as  the  ASC  State  Com¬ 
mittees,  after  considering  the  generally 
prevailing  weather,  the  general  condition 
of  the  crop,  and  other  factors  affecting 
safe  storage  throughout  the  area,  deter¬ 
mine  that  the  commodity  can  be  safely 
stored  on  farms  therein  for  the  1967-68 
storage  period  and  that  such  reseal  loans 
will,  therefore,  be  advantageous  to  pro¬ 
ducers  and  CCC;  except  that  in  any  area 
designated  by  the  ASC  State  Committee 
as  an  angomoious  moth  area,  a  producer 
may  obtain  a  reseal  loan  with  respect  to 
eligible  oom  only  if  the  ASC  State  Com¬ 
mittee  determines  that  (a)  the  produc¬ 
er’s  com  is  shelled  and  (b)  the  producer 
has  satisfactory  storage  facilities  and 
equipment  to  care  properly  for  the  com 
while  under  reseal.  Producers  having 
commodities  imder  loan  will  be  timely 
notified  of  the  ASC  committees  deter¬ 
mination. 

§  1421.3520  Storage  payment  rates. 

(a)  1967-68  storage  period.  Storage 
pajrmer.ts  for  the  1967-68  storage  period 
will  be  computed  as  provided  in  §  1421.- 
3488  using  the  following  rates : 


Crop 

Unit 

Rate 

per 

month 

Rat« 

per 

year 

1966  com,  wheat,  barley,  and 

100 

$1,095 

$13. 14 

1966'grain  sorghum 

100 

1.96 

28.52 

100 

.821 

9.855 

1965, 1964  com  and  wheat, 
and  1965  barley  (bushel).... 

100 

100 

1.004 
,  .78 

12.045 

8.76 

IWU,  1M4  rrain  sorghum 

100 

1.797 

21.56 

(b)  1966-67  storage  period.  Storage 
rates  for  adjustments  imder  8  1421.3488 
for  the  1966-67  storage  period  are: 


Crop 

Unit 

Rate  per 
year 

1M5  com, 

wheat  and  barley 

100 

$13.14 

19W  grain 

sorghum  (hundred- 

100 

28.62 

100 

9.855 

100 

12.045 

im  grain 

sorghnin  (hundred-  | 

100 

21.56 

^  ’  1 

(c)  1966-66  storage  period.  Storage 
rates  for  adjustments  under  8  1421.3488 
for  the  1965-66  storage  period  are: 


Crop 


Unit 


Rato  ptr 

year 


19M  oom  and  vdioat  (bushel) . 

UNH  grain  toighuBi  (hundred¬ 
weight) . . 


100  $1114 

100  2t.at 


§  1421.3521  Additional  storage  and  qua), 
ity  requirements.  » 

’The  commodity  must  be  merchantable, 
must  not  contain  substances  poisonous 
to  man  or  animal  and  must  meet  the  re- 
qtilrements  of  8  1421.3486.  In  siddition  to 
the  requirements  for  approved  storage 
of  8  1421.3487,  1964  crop  hard  wheat  on 
which  a  sedimentation  or  protein  pre¬ 
mium  or  discount  has  been  applied  must 
be  stored  identity-preserved. 

§  1421.3522  Authorized  storage  period. 

TThe  1967-68  reseal  storsige  period  shall 
begin  on  the  date  following  the  1967 
maturity  date  for  the  loan  on  a  com¬ 
modity  and  shall  end  on  the  anniversary 
of  such  date  during  the  1968  calendar 
year. 


§  1421.3523  Warehouse  receipt  require, 
ments. 

The  foUowing  sections  of  the  price 
support  regulations  pertaining  to  ware¬ 
house  receipt  requirements  on  deliveries 
of  commodities  to  CCC  shall  apply: 

1964  crop  oorn.  |  14218327  (29  FJt.  12004). 
1964  crop  wheat,  I  14218128  (29  Fit.  8049). 

1964  crop  grain  sorghum,  I  14218527  (29  FR. 
7591), 

1966  crop  oom,  f  14218347  (30  F.R.  10636) . 
1966  crop  wheat,  I  14218148  (30  FR.  7475). 
1966  crop  grain  arnghum,  I  14218547  (30  F.R. 
7991). 

1965  crop  barley,  I  1421.2247  (30  FR.  7811). 

1965  crop  oaU.  |  14218645  (30  FR.  8196) . 

1966  crop  cwn,  i  14218867  (31  FR.  10464). 
1966  creq)  wheat,  f  1421.2167  (31  FR.  9414) . 
1966  crop  grain  sorghum,  f  14218667  (31  FR. 

8000). 

1966  crop  barley.  I  14218267  (81  FR.  7964) . 
1966  crop  oats,  f  1421.2666  (81  FR.  4681). 

1966  crop  soybeans,  f  14218956  (31  F.R.  6013). 

§  1421.3524  Settlement. 

(а)  5ugporf  rate.  Settlement  for  com¬ 
modities  delivered  to  CCC  shall  be  on 
the  basis  of  the  support  rates,  premiums 
and  discounts  in  effect  for  the  program 
year  in  which  the  original  loan  was  made. 
The  following  sections,  as  amended,  of 
the  commodity  regulations  shall  apply: 

(1)  For  com.  1964  crop,  8  1421.2332 
(29  F.R  12004).  1965  cn^,  8  1421.2352 
(30  F.R.  14361).  1966  crop,  8  1421.2381 
(31 F.R.  14307). 

(2)  For  wheat.  1964  crop,  8  1421.2133 
(29  F.R.  8049).  1965  crop,  8  1421.2153  (30 
F.R.  7475,  11207,  and  12118).  1966  crop, 
8  1421.2179  (31F.R.  9594). 

(3)  For  grain  sorghum.  1964  crop, 
8  1421.2531  (30  F.R.  7591).  1965  crop, 
8  1421.2551  (30  F.R.,  10940).  1966  crop, 
8  1421.2579  (31  F.R.  9847). 

(4)  For  barley.  1965  crop,  8  1421.2251 
(30  F.R.  10936).  1966  crop,  8  1421.2279 
(31  F.R.  9842). 

(5)  For  oats.  1965  crop,  8  1421.2649  (30 
F.R.  3195).  1966  crop,  8  1421.2665  (31  F.R. 
9337). 

(б)  For  soybeans.  1966  crop,  8  1421.- 
2968  (31  FR.  12051). 
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When  a  commodity  delivered  Is  of  a 
grade  and  quality  for  which  no  discount 
has  been  established  In  the  applicable 
commodity  regulations,  the  di^imts 
established  for  such  grades  and  qualities 
shall  be  based  on  the  market  dlscoimts 
for  such  factors  at  the  time  the  com- 
m^ty  Is  delivered  to  CCC,  as  deter¬ 
mined  by  CCX;.  Producers  may  obtain 
schedules  of  such  feu:tors  and  discounts 
at  the  ASC  County  Office  approximately 
one  month  prior  to  the  beginning  of  the 
delivery  period. 

(b)  Special  provisions  for  hard  wheat. 
Notwithstanding  the  provisions  of 
{ 1421.3521,  if  a  producer  inadvertently 
commingles  hard  wheat  of  the  1964  crop, 
on  which  a  premium  for  sedimentation 
value  and  protein  content  has  been  paid 
with  wheat  of  the  same  or  other  crop 
years,  a  sample  of  such  wheat  shall  be 
taken  on  delivery  and  tested  for  sedi¬ 
mentation  value  and  protein  content. 
The  sedimentation  value  and  protein 
content  to  be  used  to  determine  premiums 
and  dlscodnts  on  settlement  shall  be 
the  lower  of  the  sedimentation  value 
and  protein  content  determined  at  the 
time  of  disbursement  of  the  loan  and 
the  time  of  delivery.  If  the  commingled 
wheat  is  of  different  crops,  the  quantity 
delivered  shall  be  prorated  among  such 
crops  on  the  basis  of  the  quantity  of 
wheat  of  each  crop  placed  imder  the 
original  loan  and  the  premlvims  or  dis¬ 
counts  applicable  to  each  crop  shall  be 
applied  to  the  wheat  prorated  to  such 
crop. 

(c)  Shelling  requirement  for  com. 
Com  delivered  to  CCC  in  satisfaction  of 
a  reseal  loan  must  be  shelled  and  the 
cost  of  shelling  shall  be  for  the  accoimt 
of  the  producer. 

§  1421.3525  Adjusting  storage  payments 
for  prior  storage  periods. 

Upon  settlement  or  redemption  of  a 
reseal  loan,  storage  payments  made  for 
prior  storage  periods  will  be  adjusted 
according  to  the  quantity  determined  to 
have  been  in  the  structure  (herein  called 
“sealed  structure”)  in  which  the  com¬ 
modity  covered  by  the  reseal  loan  was 
stored  at  the  time  such  loan  was  made. 
When  such  quantity  exceeds  the  quantity 
on  which  payments  were  made,  the  pro¬ 
ducer  shall  be  given  credit  for  the  addi¬ 
tional  quantity  for  all  prior  storage 
periods.  When  such  quantity  is  less  than 
the  quantity  on  which  pasrments  were 
made,  the  producer  shall  refund  the  over- 
pajunent  to  CCC.  Adjustments  shall  be 
based  on  the  rates  set  forth  in  §  1421.3520 
(b)  and  (c).  For  adjustment  purposes, 
the  quantity  shall  be:  (a)  In  the  case  of 
deliveries  in  settlement  of  a  reseal  loan, 
the  eligible  quantity  delivered  from  the 
sealed  structure;  (b)  in  the  case  of  re¬ 
demptions,  the  quantity  determined  by 
measurements,  except  that  if  the  coimty 
committee  has  acceptable  evidence  of  the 
actual  quantity  determinedly  removed 
from  the  sealed  structure,  such  quantity 
shall  be  used;  (c)  in  the  case  of  losses 
assumed  by  CCC,  the  qiumtity  deter¬ 
mined  by  measurement. 

Effective  date:  Upon  publication  in  the 
Federal  Register. 


Signed  at  Washington,  D.C.,  on  May 
19. 1967. 

H.  D.  OODFRET, 
Executive  Vice  President. 
Commodity  Credit  Corporation. 

(F.R.  Doc.  67-6906:  FUed,  U&j  36,  1067; 
8:60  ajn.] 


(Arndt.  8] 

PART  1425— COOPERATIVE 

MARKETING  ASSOCIATIONS 

Subpart — Eligibility  Requirements  for 
Price  Support 

Eligible  Commoditt  and  Pooling 

The  regulations  issued  by  the  Com¬ 
modity  Credit  Corporation,  published  in 
30  F.R.  6907,  9260,  9877,  14915,  31  F.R. 
10514, 12514,  32  F.R.  3688,  and  7123  which 
contain  eligibility  requirements  for  coop¬ 
erative  marketing  associations  to  obtain 
price  support,  are  hereby  amended  as  set 
forth  below. 

Section  1425.13  is  amended  to  provide 
that  if  the  association  has  obtained  price 
support  from  CCC  on  any  part  of  an 
eligible  commodity  included  in  a  pool, 
all  of  the  commodity  which  is  included 
in  such  pool  must  have  been  produced 
by  an  eligible  producer  on  a  farm  on 
which  the  production  of  such  commodity 
Is  eligible  for  price  support  under  the 
applicable  price  support  regulations  ex¬ 
cept  that  a  part  of  the  commodity  may 
have  failed  to  meet  price  support  eligi¬ 
bility  requirements  for  grade  or  quality, 
or  in  the  case  of  cotton,  because  of  bale 
weight  or  being  repacked,  and  all  of  the 
commodity  included  in  such  pool  must 
have  been  delivered  to  the  association 
for  marketing  for  the  benefit  of  a  pro¬ 
ducer-member  or  a  member-association. 
Section  1425.13  is  amended  to  read  as 
follows: 

§  1425.13  Eligible  rommodily  and  pool¬ 
ing. 

The  association  may  obtain  price  sup¬ 
port  only  on  the  quantity  of  the  eligible 
commodity  received  from  its  eligible 
members  which  remains  undisposed  of 
in  its  inventory  at  the  time  such  com¬ 
modity  is  offered  as  security  for  a  loan 
or  is  offered  for  purchase.  The  associa¬ 
tion  may  establish  separate  pools  for 
quantities  of  a  commodity  acquired  from 
its  members.  If  the  association  has  ob¬ 
tained  price  support  from  CCC  on  any 
quantity  of  the  commodity  included  in 
a  pool,  all  of  the  commodity  included  in 
such  pool  must  (a)  have  been  produced 
by  eligible  producers  on  farms  on  which 
the  production  of  such  commodity  Is 
eligible  for  price  support  imder  the  ap¬ 
plicable  price  support  regulations  (b) 
meet  eli^billty  requirements  for  price 
support  under  such  regulations  except 
that  a  part  of  the  (commodity  may  have 
failed  to  meet  price  support  eligibility  re¬ 
quirements  for  grade  or  quality  or,  in  the 
case  of  cotton,  because  of  bale  weight 
or  being  repacked,  and  (c)  have  been 
delivered  to  the  association  for  market¬ 
ing  for  the  benefit  of  producer-members 
or  member  associations  in  behalf  of  their 
producer-members.  Allocations  of  costs 


and  expenses  among  separate  pools 
shall  be  made  in  accordance  with  sound 
accounting  principles  and  practices.  Any 
losses  incurred  by  the  association  in 
marketing  a  commodity  not  included  in 
a  pool  on  which  price  support  is  obtained 
from  CCC,  shall  not  be  assessed  against 
the  proceeds  of  mariieting  of  a  p(X)l  on 
which  price  support  was  obtained.  CCC 
may  approve  an  exception  to  the  fore¬ 
going  requirements  upon  written  request 
by  the  association  if  the  Executive  Vice 
President,  CCC  determines  that  the  ap¬ 
proval  of  such  request  will  result  in 
equitable  treatment  of  producers  and  is 
in  accord  with  the  purposes  of  the  price 
support  program. 

(Sec.  4,  6.  63  Stat.  1070,  as  amended;  16 
UR.C.  714b.  Interpret  or  apply  sec.  5,  62 
Stat.  1073,  secs.  101,  103,  401,  63  Stat.  1061 
as  amended;  secs.  801,  401,  63  Stat.  1063, 
secs.  303,  801.  401,  63  Stat.  1054,  sec.  302. 
72  Stat.  988,  16  UR.C.  714  b  and  c,  7  U.S.C. 
1421,  1444,  1446d,  1447) 

Elffective  date:  Upon  filing  with  the  Di¬ 
rector,  Office  of  the  Federal  Register. 

Signed  at  Washington,  D.C.,  on 
May  19, 1967. 

H.  D.  Godfrey, 
Executive  Vice  President, 
Commodity  Credit  Corporation. 

[FJt.  Doc.  67-6874;  FUed,  May  25,  1967; 

8:48  ajn.) 


PART  1427— COTTON 

Subpart — 1967-Crop  Supplement  to 
Cotton  Loan  Program  Regulations 

Schedule  of  Base  Loan  Rates  for  Eli¬ 
gible  1967-Crop  Upland  Cotton  by 
Warehouse  Location 

Correction 

In  F.R.  Doc.  67-5422,  appearing  at  page 
7386  of  the  issue  for  Thursday,  May  18, 
1967,  the  first  entry  in  the  figure  column 
under  Texas  should  read  “20.20”  instead 
of  ”2.020”. 


SUBCHAFTER  C — EXPORT  PROGRAMS 
[Announcement  PS-OR-4;  Rev.  1,  Arndt.  4] 

PART  1486— FLAXSEED  AND 
UNSEED  OIL 

Subpart — Flaxseed  and  Linseed  Oil 
Export  Program  Terms  and  Con¬ 
ditions  ' 

Miscellaneous  Amendments 

This  subpart  issued  by  the  Commodity 
Credit  Corporation  governing  the  Flax¬ 
seed  and  Linseed  Oil  Export  Program 
(PS-ORr-4,  Rev.  1),  31  FJl.  2954,  as 
amended.  31  FJl.  7735,  11310,  11453,  is 
further  amended  as  follows  to  permit 
purchasers  of  flaxseed  and  linseed  oil 
frmn  CCC  for  export  to  make  payment 
for  such  fiaxseed  and  linseed  oil  in  cash, 
certified  check  or  cashier's  check,  or  by 
requesting  CCC  to  draw  a  sight  draft 
through  a  named  bank,  in  addition  to 
making  payment  by  the  surrender  of  out¬ 
standing  Export  Commodity  Certificates: 

1.  The  undesignated  center  heading 
“Redemption  of  Export  Commodity  Cer- 
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tificates  in  Flaxseed  or  Linseed  Oil’*  pre- 
cedlnsr  S  1480.120  Is  amended  to  read 
“CCC  Sales  of  Flaxseed  or  linseed  Oil 
for  Export.” 

2.  The  heading  and  the  first  sentence 
of  S  1486.120  are  amended  to  read  as 
follows: 

§  1486.120  Offer  to  porrhaae  flaxseed 
or  linseed  otL 

Offers  to  purchase  CXX;  flaxseed  or  lin¬ 
seed  oil  available  for  export  sale  may  be 
submitted  by  letter,  telegram,  or  orally 
to.  in  the  case  of  flaxseed,  the  Kansas 
City  ASCS  Commodity  Office,  or  in  the 
case  of  linseed  oil,  the  Minneapolis  ASCS 
Commodity  OflBce.  •  •  • 

3.  Section  1486.123  is  amended  to  read 
as  follows: 

§  1486.123  Payment  terms  and  financial 
arrangements. 

(a)  The  amount  due  CCC  for  flax¬ 
seed  or  linseed  oil  purchased  under  this 
subpart  shall  be  paid  by  the  purchaser 
to  the  ai^ropriate  ASCS  Commodity  Of¬ 
fice  in  one  (or  a  combination)  of  the 
following  ways: 

(1)  By  surrender  of  certificate(s) .  If 
certificates  having  a  value  in  excess  of 
the  purchase  price  are  stirrendered  by 
the  purchaser  to  CCC,  the  certificates 
having  the  earliest  dates  of  issuance  shall 
be  applied  first  to  the  purchase  and  any 
certificates  not  applied  shall  be  returned 
to  the  purchaser.  If  the  value  of  certifi¬ 
cates  applied  to  the  purchase  exceeds  the 
purchase  iMice.  such  excess  will  be  ad¬ 
justed  issuance  and  delivery  to  the 
purchaser  of  a  balance  certificate  which 
may  be  used  on  a  subsequent  purchase 
from  CCC  or,  at  the  request  of  the  pur¬ 
chaser.  by  a  payment  to  him  in  cash. 
The  date  of  issuance  ^own  on  the  bal¬ 
ance  certificate  will  be  the  date  shown  on 
the  original  certificate,  or  if  more  than 
one  certificate  is  applied  to  the  purchase, 
the  date  of  issuance  shown  cm  the  bal¬ 
ance  certificate  will  be  the  latest  date  of 
issuance  shown  on  a  certificate  applied 
to  the  purchase.  The  value  of  the  balance 
certificate  will  be  determined  by  deduct¬ 
ing  from  the  value  of  certificates  sur¬ 
rendered  to  CCC,  the  purchase  price  of 
the  flaxseed  or  linseed  oil.  A  purchaser 
who  wishes  to  be  paid  in  cash  for  the  ex¬ 
cess  value  of  the  certificates  shall  so  in¬ 
form  the  appropriate  ASCS  Commodity 
Office  in  writing. 

(2)  By  payment  in  cash,  certified 
check,  or  esushier’s  check. 

(3)  By  requesting  CCC  to  draw  a  sight 
draft  through  a  named  bank  with  ware¬ 
house  receipts  attached,  or  by  request¬ 
ing  that  CCC  surrender  the  warehouse 
receipts  to  him  in  a  simultaneous  ex¬ 
change  for  an  acceptable  remittance  de¬ 
livered  at  the  ASCS  Commodity  Office. 

(b)  Payment  for  the  flaxseed  or  lin¬ 
seed  oil  shall  be  made  (1)  on  purchases 
which  provide  for  delivery  within  5  days 
following  the  date  of  the  sale,  prior  to 
delivery  of  the  flaxseed  or  linseed  oil  by 
CCC,  and  (2)  on  all  other  purchases,  not 
less  than  5  days  prior  to  delivery  of  the 
flaxseed  or  linseed  oil  by  CCC,  but  in  no 
event  later  than  30  days  following  the 
date  of  sale,  unless  CCC  consents  In  writ- 
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Ing  to  a  different  period.  If  the  purchaser 
fails  to  medee  such  pasrment  by  the  final 
time  for  payment  specified  in  this  para¬ 
graph,  CCC  shall  have  the  right  to  deem 
the  punriiaser  in  default  and  may  avail 
Itself  of  any  remedy  available  to  an  un¬ 
paid  seller.  The  purchaser  shall  be  liable 
to  CCC  for  any  loss  or  damages  result¬ 
ing  from  such  default. 

(Secs.  4  and  5,  62  Stat.  1070  and  1072,  as 
amended,  15  UJ3.C.  714b  and  714c;  sec.  407, 
63  Stat.  1065,  as  amended.  7  UA.C.  1427;  sec. 
201(a),  70  Stat.  106,7  UA.C.  1861) 

Effective  date.  This  amendment  shall 
become  effective  at  3:31  pm.,  e.d.t..  fol¬ 
lowing  the  time  the  amendment  is  filed 
with  the  Director,  Office  of  the  FMeral 
Register. 

Signed  at  Washington,  D.C.,  on  May  23, 
1967. 

Ratmond  a.  loaNxs, 

Vice  President,  Commodity 
Credit  Corporation,  Adminis¬ 
trator,  Foreign  Agricultural 
Service. 

[Fit.  Doc.  67-6906;  Piled,  May  25,  1967; 
8;M  ajn.] 

Title  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  II — Packers  and  Stockyards 
Administration,  Department  of 
Agriculture 

PART  201— REGULATIONS  UNDER 
THE  PACKERS  AND  STOCKYARDS 
ACT 

PART  202 — RULES  OF  PRACTICE  GOV¬ 
ERNING  PROCEEDINGS  UNDER  THE 
PACKERS  AND  STOCKYARDS  ACT 

PART  203— STATEMENTS  OF  GEN¬ 
ERAL  POLICY  UNDER  THE  PACKERS 
AND  STOCKYARDS  ACT 
Miscellaneous  Amendments 

Pursuant  to  the  order  of  the  Secretary 
of  Agriculture  dated  May  8. 1967  (32  Fit. 
7186),  establishing  the  Packers  and 
Stockyards  Administration  and  transfer¬ 
ring  to  this  new  agency  all  the  functions 
of 'the  Packers  and  Stockyards  Division 
of  the  Consumer  and  Marketing  Service, 
including  administration  of  the  Packers 
and  Stockyards  Act.  1921,  as  amended  (7 
UB.C.  181  et  seq.) ,  and  pursuant  to  sec¬ 
tion  407(a)  of  the  Packers  and  Stock- 
yards  Act  (7  UB.C.  228(a)).  Parts  201, 
202,  and  203  of  Chapter  n.  Title  9  of  the 
Code  of  Federal  Regulations,  and  the 
heading  of  said  chapter,  are  hereby 
amended  in  the  following  respects: 

1.  The  heading  of  Chapter  n  of  Title  9 
is  amended  to  read  as  set  forth  above. 

2.  Section  201.2  of  Part  201  is 
amended, 

a.  By  deleting  therefrom  paragraphs 
(d).  (e).  (f),  (g).  and  (h) ; 

b.  By  substituting  new  paragraphs 
(d)  and  (e)  reading  as  follows: 

(d)  “Administration”  means  the  Pack¬ 
ers  and  Stockyards  Administration  of  the 
Department. 


(e)  “Administrator”  means  the  Ad¬ 
ministrator  of  the  Administration  or  any 
pmtxi  authorised  to  act  in  his  stead. 

e.  By  relettering  paragraphs  a) 
through  (o),  inclusive,  as  (D  through 
(1) ;  and 

d.  By  changing  the  word  “Division”  in  . 
relettered  paragraph  (f)  to  read  “Ad¬ 
ministration.” 

3.  Part  201  is  further  amended  by 
changing  the  word  “Director”  to  read 
“Administrator”  wherever  the  former 
word  occurs  in  the  following  sections  or 
paragrai^  of  sections : 


201.7  201.30(e)  201.50(c) 

201.10(a)  201.30(f)  201.51 

201.10(b)  201.32  201.72 

201.13  201.33  and  201.73 

201.14  heading  201.74 

201.16  thereof.  201.78(b) 

201J2  201S4  201.93 

201.23  201.36  201.97 

201.26  201 S8 

201.30(a)  201.50(a) 


4.  Parts  201  and  202  are  amended  by 
changing  the  word  “IMvision”  to  read 
“Administration”  wherever  the  former 
word  occurs  in  the  following  sections,  or 
paragrafths  or  subparagrai^  of  sec¬ 
tions: 


201.33(b)  201.72-l(f)  202.11(g) 

201.34  201.73-1  202.16(a) 

201.73-l(a)  201.78-l(a)  202.40 

(2)  201.78-1  (g)  202.48(g) 

201.72- l(b)  201.97  202.52(a) 

201.72- 1  (c) 

(2) 


5.  Part  201  is  further  amended  by  de¬ 
leting  the  words  “Consumer  and  Market¬ 
ing  Service”  from  I  201.34  thereof. 

6.  Part  201  is  further  amended  by  de¬ 
leting  the  word  "Deputy”  from  the  fol¬ 
lowing  sections: 

201.52  201.86  201.91 

7.  Section  202.2  of  Part  202  is  amended 

a.  By  deleting  therefrom  paragraphs 
(d) ,  (e) ,  and  (r) :  and 

b.  By  substituting  new  paragraphs  (d) 
and  (e)  reading  as  follows: 

(d)  The  term  “Administration”  means 
the  Packers  and  Stockyards  Administra¬ 
tion  of  the  Department. 

(e)  The  term  “Administrator”  means 
the  Administrator  of  the  Administration 
or  any  officer  or  employee  of  the  Admin¬ 
istration  to  wh<xn  the  Administrator  has 
heretofore  lawfully  delegated,  or  to 
whom  the  Administrator  may  hereafter 
lawfully  delegate,  the  authority  to  act 
in  his  stead. 

8.  Part  203  is  amended  by  changing 
the  phrases  "Agricultural  Marketing 
Service”,  “Agricultural  Marketing  Serv¬ 
ice  Division”,  “Packers  and  Stockyards 
Division  of  the  Agricultural  Marketing 
Service”,  “Packers  and  Stockyards  Divi¬ 
sion”,  “Packers  and  Stockyards  Division, 
Agricultural  Marketing  Service”,  “Pack¬ 
ers  and  Stockyards  Division,  Consumer 
and  Marketing  Service”,  “Packers  and 
Stockyards  Division  of  the  Consumer  and 
Marketing  Service”,  and  “Consumer  and 
Marketing  Service”,  to  read  “Packers  and 
Stockyards  Administration”  wherever 
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the  former  phrases  occur  In  the  follow¬ 
ing  sections,  or  paragraphs  or  subdivi¬ 
sions  of  sections: 

203.1(a)  20S.S(a)  20S.7(e) 

208.1(d)  308.S(b)  208.8(b) 

203J(b)  208.6(0  203g(b) 

203  3(C)  208.6(d)  208.6(1) 

203.4(a)  208.7(a)  208.6(J) 

203.4(b)  203.7(b)  (2  )  208.8(e) 

203.4(C)  (111) 

303.6 

9.  Part  203  Is  further  amended  by 
changing  the  word  “Director”  to  “Ad¬ 
ministrator”  wherever  the  former  word 
appears  in  paragraph  (c)  of  i  203.4. 

10.  Part  203  is  further  amended  by 
changing  the  word  “Division”  to  “Ad¬ 
ministration”  where  the  fcxmer  word 
appears  at  the  end  of  subdivision  (111)  of 
subparagraph  (2)  of  paragraph  (b)  of 
{  203.7. 

(Sec.  407(a),  42  SUt.  168,  72  SUt.  1760;  7 
UJ3.C.  228) 

These  amendments  are  of  an  organi¬ 
zational  nature.  They  merely  reflect  the 
establishment  of  a  new  agency  to  admin¬ 
ister  the  Packers  and  Stoc^ards  Act, 
and  make  no  substantive  changes. 
Therefore,  It  Is  found  under  the  admin¬ 
istrative  procedure  provisions  in  5  U.S.C. 
553  that  notice  and  other  public  proce¬ 
dure  regarding  these  amendments  are 
unnecessary,  and  good  cause  Is  found  for 
making  the  amendments  effective  In  less 
than  30  days  after  publication  thereof 
in  the  P^DsaAL  Rxgistir. 

These  amendments  shall  become  effec¬ 
tive  upon  publication  in  the  Federal 
Register. 

Done  at  Washington,  D.C.,  this  22d 
day  of  May  1967. 

Olenn  O.  Burman, 

Acting  Administrator,  Packers 
and  Stockyards  Administration. 

|F.R.  Doc.  67-6808;  Plied,  May  26,  1867; 

8:60  a.m.] 

Title  20— EMPLOYEES’ 
BENEFITS 

Chapter  V — Bureau  of  Employment 
Security,  Department  of  Labor 

PART  602— COOPERATION  OF  U.S. 

EMPLOYMENT  SERVICE  AND 
STATES  IN  ESTABLISHING  AND 
MAINTAINING  A  NATIONAL  SYS¬ 
TEM  OF  PUBLIC  EMPLOYMENT 

OFHCES 

Housing  for  Agricultural  Workers 

In  the  March  16, 1967  Issue  of  the  Fed¬ 
eral  Register  (32  FH.  4123) ,  there  was 
published  a  proposal  to  amend  para- 
gnu?h  (d)  of  20  CFR  602.9. 

Interested  persons  were  given  15  days 
in  which  to  file  statements  of  data,  views, 
or  argument  In  regard  to  the  pitHxisal. 
After  consideration  of  all  such  relevant 
matter  as  was  presented  regarding  the 
proposed  changes,  I  have  decided  to  and 
her^y  adopt  them  without  change  to 
read  as  set  forth  below. 


Accordingly,  effective  July  1.  1967, 
i  602.9(d)  shall  read  as  follows: 

§  602.9  Intentate  recruitment  of  agri* 
cultural  workera. 

No  order  for  recruitment  of  domestic 
agricultural  workers  shall  be  placed  into 
interstate  clearance  unless: 

•  •  •  •  • 

(d)  The  State  agency  has  ascertained 
that  housing  and  facilities : 

(1)  Are  available; 

(2)  Are  hygienic  and  adequate  to  the 
climatic  conditicms  of  the  area  of  em¬ 
ployment; 

(3)  Are  reasonably  calculated  to  ac¬ 
commodate  the  agricultural  workers 
sought;  and 

(4)  (1)  Will  not  endanger  the  lives, 
health,  or  safety  of  workers.  In  making 
such  determinations  the  State  agency 
must  ascertain  that  the  housing  and  fa¬ 
cilities  conform  to  the  standards  pre¬ 
scribed  by  the  President’s  Committee  on 
Migratory  Labor  (copies  of  these  stand¬ 
ards  are  available  at  all  offices  of  the  U.S. 
Employment  Service),  and  aiHdlcable 
State,  county,  and  local  housing  and  san¬ 
itary  requirements. 

(U)  If  an  onployer  can  show  that  he 
is  taking  adequate  steps  to  o<xne  Into 
compliance  with  the  standards  pre¬ 
scribed  by  the  President’s  Committee  on 
Bfigratory  Labor,  a  waiver  until  a  date 
not  later  than  December  31, 1967,  may  be 
Issued  by  the  State  agency.  After  Decem¬ 
ber  31,  1967,  such  waivers  may  be  issued 
by  the  regional  office  of  the  Bureau  of 
Employment  Security,  If  the  employer 
demonstrates  that  extenuating  circum¬ 
stances  require  more  time. 

•  •  •  •  • 

(48  Stat.  117,  as  amended;  29  UA.C.  40k) 

Signed  at  Washington,  D.C.,  this  19th 
day  of  May  1967. 

Robert  C.  Goodwin, 
Administrator. 

[F.R.  Doc.  67-6864;  Piled,  May  26,  1867; 

8:46  ajn.] 


Title  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis¬ 
tration,  Department  of  Health,  Edu¬ 
cation,  and  Welfare 
SUBCHAFTER  B— FOOD  AND  FOOD  FRODUCTS 

PART  120— TOLERANCES  AND  EX¬ 
EMPTIONS  FROM  TOLERANCES  FOR 
PESTICIDE  CHEMICALS  IN  OR  ON 
RAW  AGRICULTURAL  COMMODI¬ 
TIES 

Definitions  and  Interpretations 

With  reference  to  “Statement  for  Im¬ 
plementation  of  Report  on  No  Residue 
and  Zero  Tolerance”  published  In  the 
Federal  Register  April  13,  1966  (31  F.R 
5723) ,  the  Food  and  Drug  Administration 
has  been  asked  whether  exemptions  from 
the  requirement  of  a  tolerance  are  needed 
for  continued  clearance  of  the  fumigants 
methyl  bromide,  ethylene  dlbromide,  and 
propargyl  bromide.  Present  tolerances 


are  limited  to  the  inorganic  bromide  resi¬ 
dues  In  those  Instances  in  which  it 
was  established  that  no  residues  of  the 
organic  bromide  compounds  remain  on 
the  ready-to-eat  food  from  the  treated 
raw  agricultural  commodity.  It  is  con- 
cludcKl  that  additional  tolerances  for 
such  negligible  residues  of  the  above- 
named  fumigants  are  unnecessary  to 
protect  the  public  health  and  that  Part 
120  should  be  amended  to  clarify  the 
status  of  these  chemicals. 

'Therefore,  under  the  authority  vested 
In  the  Secretary  of  Health.  Education, 
and  Welfare  by  the  Federal  Food,  Drug, 
and  (Cosmetic  Act  (secs.  408,  701(a),  52 
Stat.  1055,  68  Stat.  511;  21  U.S.C.  346a, 
371(a))  and  delegated  by  him  to  the 
Commissioner  of  Food  and  Drugs  (21 
C7FR  2.120),  1  120.3  is  amended  by  re¬ 
designating  the  text  of  paragraph  (c) 
as  (c)(1)  and  by  adding  thereto  a  new 
subparagraph  (2),  as  follows: 

§  120.3  Toiemnces  for  related  peatiride 
rhemicaU. 

#  •  «  •  0 

(c)  (!)••• 

(2)  Where  tolerances  are  established 
in  terms  of  Inorganic  bromide  residues 
only  from  use  of  organic  bromide  fumi¬ 
gants  on  raw  agricultural  commodities, 
such  tolerances  are  sufficient  to  protest 
the  public  health  and  no  additional  con¬ 
current  tolerances  for  the  organic  pesti¬ 
cide  chemicals  from  such  use  are  neces¬ 
sary.  ’This  conclusion  is  based  on  evidence 
of  the  dissipation  of  the  organic  pesticide 
or  its  conversion  to  Inorganic  bromide 
residues  In  the  food  when  ready  to  eat. 

•  •  •  •  • 

Notice  and  public  procedure  and  de¬ 
layed  effective  date  are  unnecessary  pre¬ 
requisites  to  the  promulgation  of  this 
order  since  It  is  nonrestrictive  and  In¬ 
terpretative  In  nature  and  merely  clari¬ 
fies  existing  regulations. 

Effective  date.  ’This  order  shall  be  ef¬ 
fective  upon  publication  in  the  Federal 
Register. 

(Secs.  406,  701  (a).  62  Stat.  1066,  68  Stot. 
611;  21  UR.C.  346a.  371(a) ) 

Dated:  May  18, 1967. 

J.  K.  Kirk, 

Associate  Commissioner 
for  Compliance. 

IPJl.  Doc.  67-6878;  Filed,  May  26,  1967; 

8:48  a.m.] 

Title  ID— CDMMERCIAL 
PRACTICES 

Chapter  I— Federal  Trade 
Commission 

PART  15— ADMINISTRATIVE 
OPINIONS  AND  RULINGS 

Proposed  Advertising  for  Portable 
Oxygen  Administrator 

§  15.126  Propoeed  advertising  for  port- 
aUe  oxygen  administrator. 

”  (a)  The  Commission  rendered  an  ad¬ 
visory  opinion  as  to  the  legality  of  cer¬ 
tain  proposed  advertising  for  a  portable 
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oxygen  administrator  designed  for  In¬ 
dividual  use. 

(b)  The  advertising  would  represent 
that  there  are  many  emergendn  that 
call  for  an  Immediate  supply  of  oxygen, 
such  as  sudden  heart  attacks,  coro¬ 
nary  occlusions,  respiratory  defections, 
gas  and  smoke  poisoning,  drowning, 
electric  shock,  asthmatic  seizures,  and 
more.  Providing  oxygen  the  instant  it  is 
needed  can,  according  to  the  adverUidng, 
make  the  difference  between  prolonging 
life  and  losing  it  or  between  complete 
and  partial  recovery.  When  needed, 
oxygen  must  be  supplied  within  5  to  8 
minutes  to  prevent  brain  damage.  Until 
recently,  if  an  emergency  oxygen  de¬ 
ficiency  occurred,  one  had  to  wait  for 
professional  mescal  assistance  and 
there  was  no  way  of  knowing  how  long 
that  would  take.  Now  one  can  have  a 
low  cost  portable  administrator  so  sim¬ 
ple  to  operate  that  any  one  can  admin¬ 
ister  It,  even  to  themselves.  While  the 
literature  would  caution  in  some  places 
that  all  heart  and  respiratory  conditions 
are  not  alike  and  thus  the  need  for  oxy¬ 
gen  may  vary  widely  in  its  application  so 
that  your  doctor  will  have  to  be  your 
guide.  It  would  also  add  that  the  adver¬ 
tiser  knows  of  no  emergency  situation 
where  oxygen  can  do  harm  and  it  may 
save  a  life  under  many  circumstances. 

(c)  The  opinion  pointed  out  that  the 
matter  presented  a  difficult  iHoblem  to 
treat  under  the  advisory  opinion  pro¬ 
cedure,  for  the  Commission  has  not  con¬ 
ducted  its  own  tests  of  this  particular 
unit  and  hence  is  not  in  a  position  to 
comment  upon  every  question  raised  by 
the  advertising.  Hence,  its  opinion  has 
to  be  based  upon  such  general  medical 
knowledge  as  is  avidlable  and  be  directed 
at  the  main  themes  of  this  advertising 
rather  than  at  ^Mcific  details. 

(d)  Based  Upon  what  is  known  of  the 
capabilities  of  similar  devices,  the  Com¬ 
mission  advised  that  it  could  not  place 
its  stamp  of  approval  upon  advertising 
which  holds  tlUs  device  out  to  the  gen¬ 
eral  public  as  suitable  for  use  and  capa¬ 
ble  of  saving  lives  under  all  conditions 
specified  without  its  having  been  rec¬ 
ommended  for  use  by  a  doctor  familiar 
with  the  patient  and  without  the  individ¬ 
ual  for  whom  it  has  been  prescribed,  or 
his  family,  having  been  given  instruc¬ 
tions  for  its  use.  This  is  particularly  true 
when  it  is  considered  that  in  some  cases 
of  asthma  and  emphysema  there  is  a 
danger  in  the  administration  of  oxygen 
without  a  doctor’s  prescription  and  in¬ 
struction  because  an  over  supply  in  these 
conditions  can  actually  cause  the  patient 
to  stop  breathing. 

(e)  The  opinion  further  added  that 
aside  from  the  question  of  danger  in  this 
q>ecific  situation  of  use  and  the  general 
fire  hazard  when  oxygen  is  Improperly 
used  or  stored,  the  scientific  evidence 
available  indicates  that  without  a  posi¬ 
tive-pressure  apparatus,  this  device 
will  accomplish  little  more  than  will 
mouth-to-mouth  resuscitation  in  situ¬ 
ations  where  emergency  oxygen  is  in¬ 
dicated.  In  fact,  the  emergency  resus- 


citator  attachment  appears  to  require 
mouth-to-mouth  techniques  in  con¬ 
junction  with  the  device  and  the  evi¬ 
dence  indicates  this  would  only  increase 
the  oxygen  a  patient  would  receive  by  an 
insignificant  amoimt.  Positive  pressure, 
which  can  only  be  administered  by 
trained  personnel  without  grave  dan¬ 
ger  to  the  patient,  is  Indicated  for  use 
when  a  patient  is  not  breathing.  If  the 
patient  is  breathing  he  will  usually  in¬ 
hale  suflicient  oxygen  from  the  air  by 
himself  until  medical  help  can  be  ob¬ 
tained. 

(f)  The  fault  of  this  advertising,  as 
the  Commission  views  it.  is  that  while 
beneficial  results  can  be  achieved  by  the 
skilled  administration  of  the  proper 
amounts  of  oxygen  when  that  treatment 
is  indicated,  it  is' deceptive  to  hold  out 
to  the  unskilled  person  that  he  can  by 
himself  properly  diagnose  the  patient’s 
condition  and  administer  oxygen  in  the 
required  amounts  and  in  the  proper  man¬ 
ner  through  use  of  this  device  so  as  to 
achieve  the  results  claimed  in  the  ad¬ 
vertising. 

(38  Stot.  717,  M  amended;  15  U.S.C.  41-68) 

Issued;  May  25, 1967. 

By  direction  of  the  Commission. 

[seal]  Joseph  W.  Shea, 

Secretary. 

(F.R.  Doe.  8V678e;  Filed,  May  96,  1967; 

8:46  a.m.) 


PART  15 — ADMINISTRATIVE 
OPINIONS  AND  RULINGS  ' 

Description  of  Raised  Printing  as 
Embossing 

§  15.127  Dearription  of  raised  printing 
as  embossing. 

(a)  The  Ctmimisslon  was  requested  to 
render  an  advisory  opinion  concerning 
the  use  of  the  terms  “embossing”  and 
“embossed”  to  describe  raised  printing 
or  printing  by  the  verkotype  process. 

(b)  The  process  used  would  consist  of 
printing  the  copy  with  a  printing  or 
lithographic  press,  placing  it  on  a  con¬ 
veyor  to  send  it  through  a  vo’kotype 
machine  that  sprinkles  powdered  rosin 
on  the  wet  ink  and  carries  the  copy  un¬ 
der  gas  heaters  which  would  fuse  the 
rosin  and  ink,  thereby  creating  a  raised 
surface. 

(c)  The  Commission  advised  that 
since  embossing  is  generally  understood 
to  involve  the  distension  of  paper  with 
the  use  of  a  die,  the  description  of  raised 
printing,  including  products  of  the  verko¬ 
type  printing  process,  as  embossing 
would  be  inappropriate. 

(88  Stat.  717,  m  Amended;  15  Uj8.C.  41-58) 

Issued:  May  25, 1967. 

By  direction  of  the  Commission. 

[SEAL]  Joseph  W.  Shea, 

Secretary. 

[Fit.  Doc.  87-5787;  Filed,  May  86.  1967; 

8:46  am.] 


Title  41— PUBUC  CONTRACTS 
AND  PROPERTY  MANAGEMENT 

Chopter  5G— PuMc  Contracts, 
Department  of  Labor 

PART  50-201~GENERAL 
REGULATIONS 

PART  5G-203 — RULES  OF  PRACTICE 

PART  50-204— SAFETY  AND  HEALTH 
STANDARDS  FOR  FEDERAL  SUP¬ 
PLY  CONTRACTS 

PART  50-205— ENFORCEMENT  OF 
SAFETY  AND  HEALTH  STANDARDS 
BY  STATE  OFFICERS  AND  EM¬ 
PLOYEES 

Assignment  of  Sofety  and  Health 
Responsibility  to  Bureau  of  Labor 
Standards 

Pursuant  to  authority  contained  in  the 
Walsh-Healey  Public  Contracts  Act  (41 
UB.C.  35  et  seq.)  and  5  UB.C.  556(e) ,  41 
CFR  Parts  50-201,  50-203,  50-204,  and 
50-205  are  amend^  as  set  forth  below, 
effective  30  days  after  this  document  is 
publi^bied  in  the  Federal  Register. 

As  these  sunendments  relate  only  to 
rules  of  agency  procedure,  the  provisimis 
of  section  4  oi  the  Administrative  Pro¬ 
cedure  Act  (5  UJ3.C.  553)  which  require 
notice  of  iMoposed  rulemaking  and  op¬ 
portunity  for  public  participation  are  not 
applicable.  I  do  not  believe  such  proce¬ 
dure  will  serve  a  useful  purpose  here. 

1.  The  heading  of  Chapter  50  cl  Title 
41  is  amended  to  read  as  set  fenth  above. 

2.  Paragraph  (b)  ot  S  50-201.601  is 
amended  to  read  as  f(dlows: 

§  50-201.601  Requests  for  exceptions 
and  exemptions. 

•  ••AO 

(b)  All  requests  for  exceptions  or  ex¬ 
emptions  which  relate  solely  to  safety 
and  health  standards  shall  be  trans¬ 
mitted  to  the  Bureau  of  Labor  Stand¬ 
ards,  Department  of  Labor.  All  other 
requests  for  exertions  or  exonptions 
shf^  be  transmitt^  to  the  Public  Con¬ 
tracts  Division  of  the  Department  of 
Labor. 

3.  Section  50-203.1  is  revised  to  read  as 
follows: 

§  50—203.1  Reports  of  breach  or  viola¬ 
tion. 

(a)  Any  onployer,  employee,  labor  or 
trade  organization  or  other  interested 
person  or  organization  may  reix>rt  a 
breach  or  violation,  or  apparent  brecush 
or  violation  of  the  Wakdi-Healey  Pub¬ 
lic  Cimtracts  Act  of  June  30,  1936  (49 
Stat.  2036.  as  amended;  41  UH.C.  35-45) . 
or  of  any  of  the  rules  or  regulations  pre¬ 
scribed  thereunder. 

(b)  A  report  of  breach  or  violation 
relating  solely  to  safety  and  health  re- 
qidrements  may  be  in  writing  and  ad¬ 
dressed  to  the  Regional  Director  of  a 
Bureau  of  Labor  Standards’  Regional  Of¬ 
fice,  UJS.  Department  of  Labor  or  to  the 
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niieetor  of  the  Bureau  of  Labor  Staiul- 
UJ3.  Departmwit  of  Labor,  Rail¬ 
way  Labor  Building,  400  First  Street 
Washington,  D.C.  20212.  The  Re¬ 
gional  Offices  and  their  geographical 
jurisdictions  are  as  set  forth  below: 

1  North  AtUntlc  Region.  341  Ninth  Ave¬ 
nue  Room  920.  New  Toi*.  N.Y.  10001  (CXm- 
nactlcut.  Maine.  Maaaacbueette.  New  Hamp> 
lUlre.  New  York.  Rhode  Island,  Vermont, 
New  Jersey,  and  Puerto  Rico) . 

2.  Delaware  River  Area  Region,  6011  TJ.8. 
Poet  Ofllce  and  Courthoiise  Building,  Ninth 
and  Market  Streets.  Philadelphia,  Pa.  19106 
(PhUadelphla,  Pa.,  Delaware  (maritime 
only) )  • 

3.  Middle  AtlanUc  Region,  Calvert  BuUd- 
Ing  Room  0-18,  Fayette  and  St.  Paul  Streets, 
BalOmore.  Md.  21202  (Delaware.  DUtiict  of 
Columbia,  Maryland,  North  Carolina,  Penn- 
fTlvanla,  Virginia,  and  West  Virginia). 

4  South  Atlantic  Region,  1371  Peachtree 
Street  NE.,  Suite  723,  Atlanta,  Oa.  30309 
(Alabama.  Florida,  Georgia.  Mississippi, 
South  Carolina,  and  Tennessee). 

5.  Great  Lake  Region,  848  F^eral  Office 
Building,  219  South  Dearborn  Street,  Chi¬ 
cago,  m.  60604  (Illinois,  Indiana,  Kentucky, 
Iflchlgan,  Minnesota,  Ohio,  and  WlsoonalnL 

6.  Mid-Western  Region,  2100  Federal  Office 
Budding,  911  Walnut  Street,  Kansas  City, 
Mo.  64106  (Colorado,  Idaho,  Iowa,  Kansas. 
Missouri,  Montana,  Nebraska,  North  Dakota, 
South  Dakota,  Utah,  and  WyonUng) . 

7.  Western  Gulf  Region,  1416  Commerce 
Street,  Room  1001,  Dallas,  Tex.  78201  (Arkan- 
Fss.  Louisiana,  New  Mexico,  Oklahoma,  and 
Texas). 

8.  Pacific  Region,  10353  Federal  Building, 
450  Golden  Gate  Avenue,  Box  36017,  San 
Francisco,  Calif.  94102  (Alaska,  Arizona,  Cali¬ 
fornia,  Hawaii,  Nevada,  Oregon,  Washington, 
and  Guam). 

(c)  Any  other  report  of  breach  or  vio¬ 
lation  may  be  in  writing  and  addressed 
to  the  Regional  Director  of  a  Wage  and 
Hour  and  Public  Contracts  Divisions’ 
Regional  Office,  n.S.  Department  of 
Labor  or  to  the  Administrator  of  the 
Wage  and  Hour  and  Public  Contracts 
Divisions,  n.S.  Department  of  Labor.  14th 
Street  and  Constitution  Avenue  NW.. 
Washington,  D.C.  20212.  The  Regional 
Offices  and  their  geographical  Jurisdic¬ 
tions  are  as  set  forth  below: 

1.  Atlanta  Office,  1371  Peachtree  Street 
NE.,  Atlanta,  Ga.  30309  (Florida,  Georgia, 
N^th  Carolina,  South  Carolina). 

2.  Birmingham  Office,  1931  Ninth  Avenue 
South,  Birmingham,  Ala.  36206  (Alabama, 
Arkansas,  Louisiana,  Mississippi). 

3.  Boston  Office,  John  Fitzgerald  Kennedy 
Federal  Building,  Government  Center,  Bos¬ 
ton,  Mass.  02203  (Connecticut,  Maine,  Mas¬ 
sachusetts.  New  Hampshire,  Rhode  Island, 
Vermont) . 

4.  Chambersburg  Office,  Wolf  Avenue  and 
Commerce  Street,  Chambersburg,  Pa.  17201 
(Delaware,  District  of  Coliunbla,  Maryland, 
Pennsylvania) . 

5.  Chicago  Office,  UB.  Courthouse  and  Fed¬ 
eral  Office  Building,  7th  Floor,  219  South 
Dearborn  Street,  Chicago,  HI.  60604  (Hllnols, 
Indiana,  Minnesota,  Wisconsin,  BHchlgan, 
Ohio). 

6.  DaUas  Office,  340  Mayflower  Building,  411 
North  Akard  Street,  Dallas,  Tex.  76301  (New 
Mexico,  Oklahoma,  Texas). 

7.  Kansu  City  Office,  200  Federal  Ofllce 
Building,  911  Walnut  Street,  Kansu  City, 
Mo.  64106  (Colorado,  Iowa,  Kansu,  Missouri, 
Nebraska.  North  Dakota,  South  Dakota. 
Wyoming). 

8.  NuhvlUs  Office,  VS.  Courtbouw  Build¬ 
ing.  801  Broad  Strut,  NashvUle,  Tsnn.  37303 
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(Kentucky.  Tannsssu,  Virginia.  West  Vir¬ 
ginia). 

9.  New  York  Office,  911  UB.  Pucel  Post 
BuUdlng,  341  Ninth  Avenue.  New  York,  N.Y. 
10001  (New  JSruy.  New  York). 

10.  Puerto  Rico  Office,  7th  Floor.  Oon- 
domlnlo  San  Alberto  Building,  1300  Ponce  de 
Leon  Avenue.  Stop  17.  Post  Office  Box  13344. 
Santurce,  P.R.  00908  (Puerto  Rico). 

11.  San  Francisco  Office.  Room  10431.  460 
Golden  Gate  Avenue,  Box  36018,  San  Fran¬ 
cisco,  Calif.  94103  (Alaska,  Arizona,  Califor¬ 
nia,  Hawaii,  Idaho,  Montana,  Nevada,  Oregon, 
Utah,  Washington). 

(d)  In  the  event  that  a  Regional  Direc¬ 
tor  of  the  Wage  and  Hour  and  Public 
Contracts  Divisions  is  notified  of  a  breach 
or  violation  which  also  Involves  safety 
and  health  standards,  such  Director  shall 
notify  the  appropriate  Regional  Director 
of  the  Bureau  of  Labor  Standards  who 
shall  with  respect  to  the  safety  and 
health  violation  take  action  commen¬ 
surate  with  his  responsibilities  pertain¬ 
ing  to  ssdety  and  health  standards. 

(e)  Hie  report  should  contain  the  fol¬ 
lowing: 

(1)  Hie  full  name  and  address  of  the 
person  or  organization  reporting  the 
breach  or  violation. 

(2)  The  full  name  and  address  of  the 
person  against  whom  the  report  Is  made, 
hereinafter  referred  to  as  the  “respond¬ 
ent”. 

(3)  A  clear  and  concise  statement  of 
the  facts  constituting  the  alleged  breach 
or  violation  of  any  of  the  provisions  of 
the  Walsh-Healey  Public  Contracts  Act. 
or  of  any  of  the  rules  or  regulations  pre¬ 
scribed  thereunder. 

4.  Paragraph  (b)  of  S  50-203.6  Is  re¬ 
vised  to  read  as  follows: 

§  50—203.6  Witnesses  and  subpoenas. 

•  •  G  •  • 

(b)  The  Trial  Examiner  (or  the  Ad¬ 
ministrator  or  Director  holding  the  hear¬ 
ing  as  provided  in  S  50-203.8(m))  shall 
uptm  application  by  any  party,  and  upon 
a  lowing  of  general  relevance  and  rea¬ 
sonable  scope  of  the  evidence  sought,  is¬ 
sue  sulKioenas  requiring  the  attendance 
and  testimony  of  witnesses  and  the  pro¬ 
duction  evidence  under  oath,  includ¬ 
ing  books,  records,  corresixindence,  or 
documoits.  Applications  for  the  Issuance 
of  subpoenas  duces  tecum  shall  specify 
the  btwks,  records,  correspondence,  or 
other  documents  sought. 

•  •  •  «  • 

5.  Paragraph  (m)  of  S  50-203.8  Is  re¬ 
vised  to  read  as  follows: 

§  50—203.8  Hearings. 

•  •  •  •  • 

(m)  The  Elecretary  of  Labor  may,  in 
his  discretion,  direct  that  in  lieu  of  the 
procedure  set  forth  In  paragraph  (a)  of 
this  section,  the  hearing  on  formal  com¬ 
plaint  shall  be  held  in  the  first  Instance 
before  the  Administrator,  or  Director,  in 
which  event  the  Administrator  or  Direc¬ 
tor  as  the  case  may  be,  shall  issue  an  or¬ 
der  embodying  his  decision. 

6.  Paragraphs  (a),  (d),  (e),  (f),  (g), 
and  (h) ,  of  9  50-203.11  are  revised  to 
read  as  follows: 
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§  50-203.11  Review. 

(a)  Within  twenty  (20)  days  after 
service  of  the  decision  of  the  Trial  Ex¬ 
aminer  any  interested  party  to  the  pro¬ 
ceeding  may  file  with  the  Chief  Trial 
Examiner  an  original  and  four  copies  of 
a  pietltlon  for  review  of  the  decision.  The 
petition  shall  set  out  separately  and  par¬ 
ticularly  each  error  assigned.  The  request 
for  review  and  the  record  will  then  be 
certified  to  the  Administrator  or  Direc¬ 
tor.  Hie  Director  shall  review  all  cases 
in  which  the  only  substantive  violation 
charged  concerns  the  safety  and  health 
provlslcMis  of  the  Walsh-Healey  Public 
Contracts  Act  (Including  regulations 
prescribed  thereunder) .  In  addition,  the 
Director  shall  review  all  safety  or  health 
issues  which  appear  in  other  cases.  All 
other  Issues  shall  be  submitted  to  the 
Administrate  for  review. 

•  •  •  •  • 

(d)  No  matter  properly  subject  to  ob¬ 
jection  before  the  Trial  Examiner  will  be 
considered  by  the  Administrator,  or  Di¬ 
rector,  unless  it  shall  have  been  raised 
before  the  Trial  Exsunlner  or  unless  there 
were  reasonable  grounds  for  failure  so  to 
do;  nor  will  any  matter  be  considered  by 
the  Administrator,  or  Director,  unless 
included  in  the  assignment  of  errors.  In 
the  discretion  of  the  Administrator,  or 
Director,  whichever  has  reviewing  au¬ 
thority  in  the  matter,  review  may  be 
denied  if  the  petition  and  brief  in  sup¬ 
port  thereof  fall  to  show  adequate  cause 
for  such  review. 

(e)  The  order  denying  review,  or  the 
decision  of  the  Administrator,  or  Direc¬ 
tor,  whichever  is  entered,  will  be  made  a 
part  of  the  record,  and  a  copy  of  such 
order  or  decision  will  be  served  upon  the 
parties  who  were  served  with  a  copy  of 
the  Trial  Examiner’s  decision. 

(f)  If  the  respondent  is  found  to  have 
violated  the  Act,  the  Administrator,  or 
Director.  In  his  decision  shaU  make  rec¬ 
ommendations  to  the  Secretary  of  Labor 
as  to  whether  respondent  shall  be  relieved 
from  the  application  of  the  ineligible-list 
provisions  of  section  3  of  the  Walsh- 
Healey  Contracts  Act  (sec.  4,  49  Stat. 
2039:41UJ5.C.  37). 

(g)  Application  for  relief  from  the  in¬ 
eligible-list  provisions  of  section  3  shall 
be  filed  by  the  respondent  with  the  Sec¬ 
retary  of  Labor  within  20  days  from  the 
date  of  service  of  the  Trial  Examiner’s 
decision,  the  Administrator’s  decision,  or 
the  Director’s  decision,  as  the  case  may 
be. 

(h)  Notice  of  the  determination  of  the 
Secretary  on  the  application  of  the  in¬ 
eligible-list  provisions  of  section  3  of  the 
Walsh-Healey  Public  Contracts  Act  (sec. 
3.  49  Stat.  2037;  41  U.S.C.  37)  shall  be 
served  upon  the  parties  who  were  served 
with  a  copy  of  the  Trial  Examiner’s  de¬ 
cision.  the  Administrator’s  decision,  or 
the  Director’s  decision,  as  the  case  may 
be. 

7.  Paragraph  (c)  of  9  50-203.13  is  re¬ 
vised  to  read  as  follows: 

§  50—203.13  Requeats  for  exceptions  and 
exemptions. 

•  •  •  •  • 
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(c)  All  reqxiest  for  exceptions  or  ex¬ 
emptions  which  rdate  solely  to  safe^  and 
health  standards  shall  be  transmitted  to 
the  Bureau  of  Labor  Standards,  Dqiiart- 
ment  of  Labm:.  All  other  request  for  ex- 
cQiilons  or  exemptions  shall  be  trans¬ 
mitted  to  the  Public  Contracts  Division 
of  the  Department  of  Li^r. 

8.  Section  50-203.14  Is  revised  to 
read  as  follows; 

§  50-203.14  Decisions  concerning  excep¬ 
tions  and  exemptions. 

Decisions  concerning  exceptions  and 
exemptions  shall  be  in  wrltl^  and  iq>- 
proved  by  the  Secretary  of  Labor  or  offi¬ 
cer  prescribed  by  him,  originals  being 
filed  In  the  Department  of  Labor,  and 
certified  ctvies  shall  be  transferred  to  the 
department  or  agency  originating  the  re¬ 
quest  and  to  the  Comptroller  General. 
All  such  decisions  shall  be  pnxnulgated  to 
all  contracting  agencies  by  the  Public 
Contracts  Divtslcxi  of  the  Department  of 
Labor,  or  In  case  of  safety  and  health,  by 
the  Bureau  of  Labor  Standards  of  the 
Department  of  Labor. 

9.  Section  50-204.315  Is  revised  to  read 
as  follows: 

§  50—204.315  Notification  of  incidents. 

(a)  Immediate  notification.  Each  em¬ 
ployer  shall  Immediately  notify  the  Re¬ 
gional  Director  of  the  appropriate  Bu¬ 
reau  of  Labor  Standards’  R^onal  Office, 
U.S.  Department  of  Labor  for  employees 
not  protected  by  AEC  by  means  of  10 
CFR  Part  20,  or  the  requirements  of  the 
laws  and  regulations  of  States  named  In 
I  50-204.320  (c),  by  telephone  or  tele¬ 
graph  of  any  Incident  Involving  radi¬ 
ation  which  may  have  caused  or  threat¬ 
ens  to  cause: 

(1)  Ebcposure  of  the  whole  body  of  any 
individual  to  25  rems  or  more  of  radi¬ 
ation;  exposure  of  the  skin  of  the  whole 
body  of  any  Individual  of  150  rems  or 
more  of  radiation;  or  exposure  of  the 
feet,  ankles,  hands,  or  forearms  of  any 
Individual  to  375  rems  or  more  of  radi¬ 
ation;  or 

(2)  A  loss  of  1  working  week  or  more 
of  the  operation  of  any  facilities  affected; 
or 

(3)  Damage  to  property  in  excess  of 

$100,000. 

(b)  Tiventy-four  hour  notification. 
Each  employer  shall  within  24  hours  no¬ 
tify  the  Regional  Director  of  the  appro¬ 
priate  Bureau  of  Labor  Stcmdards’  Re¬ 
gional  Office,  n.S.  Department  of  Labor, 
for  employees  not  protected  by  AEC  by 
means  of  10  CFR  20  or  the  require¬ 
ments  of  the  laws  and  applicable  regula¬ 
tions  of  States  named  In  {  50-204.320  (c), 
by  telephone  or  telegraph  of  any  Incident 
Involving  radiation  which  may  have 
caused  or  threatens  to  cause ; 

(1)  Exposure  of  the  whole  body  of  any 
individual  to  5  rems  more  of  radia¬ 
tion;  exposure  of  the  skin  of  the  whole 
body  of  any  individual  to  30  rems  or  more 
of  radiation;  or  exposure  of  the  feet, 
ankles,  hands,  or  forearms  to  75  rems  or 
more  of  radiation;  or 

(2)  A  loss  of  1  day  or  more  of  the  op¬ 
eration  of  any  facilities  affected;  or 

(3)  Damage  to  property  in  excess  of 

$1,000. 


10.  SectlMi  50-204.316  Is  revised  to  read 
as  follows: 

§  50-204.316  Reports  of  overexposure 
and  excessive  levek  and  concentra¬ 
tions. 

(a)  In  additi<m  to  any  notification  re¬ 
quired  by  S  50-204.315  each  employer 
shall  make  a  report  in  writing  within  30 
days  to  the  Regional  Director  of  the  ap¬ 
propriate  Bureau  of  Labor  Standards’ 
R^ional  Office,  U.S.  Department  of 
LabOT,  for  employees  not  protected  by 
ABC  by  means  of  10  CFR  Part  20  or  the 
requirements  of  the  laws  and  regulations 
of  States  named  in  §  50-204.320  (c).  of 
each  exposure  of  an  iiuUvldual  to  radi¬ 
ation  or  concentrations  of  radioactive 
material  in  excess  of  any  applicable  limit 
in  this  part.  Each  report  required  under 
this  paragraph  shall  describe  the  extent 
of  exposure  of  persons  to  radiation  or  to 
radioactive  mi^rlal;  levels  of  radiation 
and  concentrations  of  radioactive  mate¬ 
rial  involved,  the  cause  of  the  exposure, 
levels  of  concentrations;  and  corrective 
steps  taken  or  planned  to  assure  against 
a  recurrence. 

(b)  In  any  case  where  an  employer  is 
required  pursuant  to  the  provisions  of 
this  section  to  report  to  the  Bureau  of 
Labor  Standards,  n.8.  Department  of 
Labor  any  exposure  of  an  Individual  to 
radiation  or  to  concentrations  of  radio¬ 
active  material,  the  employer  shall  also 
notify  such  individual  of  the  nature  and 
extent  of  exposure.  Such  notice  shall  be 
in  writing  and  shall  contain  the  follow¬ 
ing  statement: 

This  report  Is  furnished  to  you  \mder  the 
provislona  of  41  CFR  Part  50-204,  U3.  Depart¬ 
ment  of  Labor,  Bureau  of  Labor  Standards. 
Tou  should  preserve  this  report  for  future 
reference. 

11.  Section  50-204.319  is  revised  to 
read  as  follows: 

§  50—204.319  Application  for  variations. 

(a)  In  accordance  with  the  policy 
expressed  in  the  Federal  Radiation 
Council’s  memorandum  concerning  ra¬ 
diation  protection  guidance  for  Federal 
agencies  (25  FH.  4402),  the  Director, 
Bureau  of  Labor  Standards,  may  from 
time  to  time  grant  permission  to  em¬ 
ployers  to  vary  from  the  limitations  con¬ 
tained  in  SS  50-204.306  and  50-204.307 
when  the  extent  of  variation  is  clearly 
q^ecified  and  it  is  demonstrated  to  his 
satisfaction  that  (1)  such  varlaticm  is 
necessary  to  obtain  a  beneficial  use  of 
radiation  or  atomic  energy,  (2)  such 
benefit  is  of  sufficient  value  to  warrant 
the  variation,  (3)  employees  will  not  be 
exposed  to  an  imdue  hazard,  and  (4) 
appropriate  action  will  be  taken  to  pro¬ 
tect  the  health  and  safety  of  such 
«nployees. 

(b)  Applications  for  such  variations 
should  be  filed  with  the  Director,  Bureau 
of  Labor  Standards,  U.S.  Department  of 
Labor,  14th  Street  and  Constitution  Ave¬ 
nue  NW.,  Washington,  D.C,  2021(L 

12.  Paragritoh  (d)  of  I  50-205.2  is  re¬ 
vised  to  read  as  follows: 

§  50—205.2  Definitions. 

•  •  •  •  • 


(d)  "Direetor”  means  the  Director, 
Bureau  of  Labor  Standards  or  his  duly 
authorized  r^resentative. 

13.  Section  50-205.7  is  revised  to  read 
as  follows: 

§  50-205.7  Manual  of  instructions. 

The  Director  shall  provide  the  State 
agency  with  a  manual  ot  instructions 
which  shall  be  used  in  the  making  of 
inspections. 

14.  Section  50-205.9  is  revised  to  read 
as  follows: 

§  50-205.9  Inspections  by  the  Depart¬ 
ment  of  LabOT. 

The  Director  may  conduct  such  in¬ 
spections  as  he  may  find  appropriate  to 
assure  compliance  with  the  safety  and 
hecdth  provisions  the  Act  or  whenever 
he  may  find  thait  a  ssffety  and  health  in¬ 
spection  should  be  ccurled  out  along  with 
investigation  imder  other  provisions  of 
the  Act  or  the  Fair  Labor  Standards  Act 
of  1938.  Whenever  an  inspection  by  the 
Director  discloses  apparent  violations  of 
State  safety  and  health  requirements, 
the  Director  shall  report  such  disclosures 
to  the  State  agency. 

(41  UB.O.  86,  88,  40;  5  UB.C.  658) 

Signed  at  Washington,  D.C.,  this  22d 
day  of  May  1967. 

W.  Willard  Wirtz, 
Secretary  of  Labor. 

[F.R.  Doc.  67-5856;  FUed,  »fsy  35,  1067; 
8:46  am.] 

Title  14— AERONAUTICS  AND 
SPACE 

Chapter  I — Federal  Aviation  Adminis¬ 
tration,  Department  of  Transportation 
SUBCHAPTER  C — AIRCRAFT 

(Docket  No.  67-60-17;  Arndt.  80-423 1 

PART  39— AIRWORTHINESS 
DIREaiVES 

Lockheed  Model  382  and  382B 
Series  Airplanes 

A  proposal  to  amend  Part  39  of  the 
Federal  Aviation  Regulations  to  include 
an  airworthiness  directive  requiring  in¬ 
spection  of  engine  mount  truss  assem¬ 
blies  for  cracks  smd  replacement  as  nec¬ 
essary  on  Lockheed  Model  382  and  382B 
airplanes  was  published  in  the  Federal 
Reoister,  dated  February  18,  1967. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  amendment.  No  objec¬ 
tions  were  received. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  FJl.  6489), 
8  39.13  of  the  Federal  Aviation  Regula¬ 
tions  is  amended  by  adding  the  following 
new  airworthiness  directive. 

Lockhed.  Aj^Um  to  Model  883  and  382B 
Airplanes. 

Compliance  required  as  Indicated. 

Lockheed  Military  C-180  series  airplanes 
have  experienced  a  nxunber  of  stress  oorro- 
slon  cracks  In  the  aft  vertical  flange  of  the 
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enKine  mount  truas  MaembUea.  To  detect 
cMcklng  of  Identical  engine  mount  truaa 
•wembUea,  P/lTa  SeOOlS-l,  860014-t.  880015- 
1  380018-1.  880017-1,  and  880018-1  on  Model 
and  S82B  aerlea  alrplanea,  aooompllah  the 
following: 

(a)  For  alrplanea  with  2.850  or  more  houra’ 
total  time  In  aervlce  on  the  effective  date  of 
this  AD  comply  with  paragraph  (c)  within 
the  next  60  houra*  time  In  aervlce,  and  there¬ 
after  at  intervala  not  to  exceed  800  houra’ 
titnft  In  service  from  the  laat  Inapectlon. 

(b)  For  alrplanea  with  leaa  than  2360 
hours’  total  time  In  aervlce  on  the  effective 
date  of  this  AD  comply  with  paragraph  (c) 
before  the  accumulation  of  2,400  hours’  total 
Ume  In  service,  and  thereafter  at  Intervala 
not  to  exceed  800  hours'  time  In  service  from 
the  last  Inspection. 

(c)  Inspect  all  eight  affected  engine  moimt 
truss  assemblies  In  accordance  with  the  tool¬ 
ing  and  inspection  Instructions  given  In 
Lockheed-Oeorgia  Service  Bulletin  82-153 
dated  December  1,  1088,  sections  If  and  2s 
through  2e,  respectively,  or  later  FAA  i^)- 
proved  revision,  or  In  an  equivalent  manner 
approved  by  the  Chief,  Engineering  and 
Manufacturing  Branch,  FAA  Southern 
Region. 

(1)  Cracked  parts  shall  be  replaced  with 
new  parts  having  the  same  part  numbw,  or 
with  the  iq;>plleable  updated  part  listed  In 
section  2g  of  Lockheed-Oeorgla  Service  Bul¬ 
letin  82-153  dated  December  1.  1988,  or  later 
FAA  approved  revision.  Replacement  truss 
assembles  shall  be  Installed  according  to  the 
replacement  Instructions  given  In  sections 
2h  through  2aa  In  the  above  service  bulletin, 
(S’  In  a  manner  approved  by  the  Chief,  Engi¬ 
neering  and  Manufacturing  Branch,  FAA, 
Southern  Region. 

(2)  Replacement  of  cracked  trusses  shall 
be  accomplished  before  further  flight,  except 
that  one  flight  may  be  made  for  the  purpose 
of  obtaining  the  necessary  replacements  In 
accordance  with  the  provisions  of  FAR  21.197. 

(d)  When  a  particular  truss  assembly  Is 
replaced  with  the  an>llcable  updated  part 
speclfled  In  section  2g  of  Lodtheed-Oeorgla 
Service  Bulletin  82-158  dated  December  1, 
1988,  later  FAA  approved  revision,  the 
repetitive  Inspection  of  that  truss  as  re¬ 
quired  by  this  AD  may  be  dlacontlnried. 

Lockheed-Oeorgla  Service  Bulletin  82- 
153,  dated  December  1.  1966,  covers  this 
same  subject. 

This  amendment  becomes  effective 
June  25, 1967. 

(Secs.  813 (a),  801,  80S,  Federal  Aviation  Act 
of  1958;  40  U.S.O.  lS54(a),  1421,  1423) 

Issued  In  East  Pc^t.  Ga.,  on  May  16, 
1967. 

Jamxs  O.  Roous, 

Director,  Southern  Region. 

(F.R.  Doc.  87-6857;  FUed,  May  25,  1987; 

8:48  am.] 


SUBCHAPTEI  D — AIIMEN 
[Docket  No.  7201;  AmdU.  81-34, 121-28] 

PART  61 — CERTIFICATION:  PILOTS 
AND  FLIGHT  INSTRUCTORS 

SUBCHAPTU  G— CAMIEI  AND  COMMERCIAL 
OPERATORS’  CERTIFICATIONS  AND  OPERA¬ 
TIONS 

PART  121— CERTIFICATION  AND  OP¬ 
ERATIONS:  DOMESTIC,  FLAG,  AND 
SUPPLEMENTAL  AIR  CARRIERS  AND 
COMMERCIAL  OPERATORS  OF 
LARGE  AIRCRAFT 

Flight  Maneuvers;  Changes  to  Engine 
Out  Landing  Requirements 
The  purpose  of  this  amendment  to 
Parts  61  and  121  of  the  Federal  Aviation 


Regulations  Is  to  provide,  on  a  temporary 
basis,  for  alternatives  to  the  two  engine 
out  landing  maneuvers  In  turbojet 
powered  airplanes  required  for  (1)  air¬ 
line  transport  pilot  c^lflcate  and  type 
rating  flight  tMts  and  (2)  proficiency 
checks  and  recurrent  training  for  each 
pilot  In  command  of  a  Part  121  certifi¬ 
cate  holder. 

Recently  a  number  of  persons  have 
questioned  the  efficacy  of  simulated  two 
engine  out  landing  maneuvers  In  turbo¬ 
jet  powered  airplanes.  This  maneuver  is 
required  in  flight  checks  for  applicants 
for  airline  transport  pilot  certificates 
and  associated  type  ratings,  and  as  a  part 
of  flight  training  and  proficiency  checks 
for  air  carrier  pilots.  The  FAA  has  dis¬ 
cussed  these  questions  with  representa¬ 
tives  of  Industry  and  pilot  associations 
and  as  a  result  of  these  meetings  recom¬ 
mendations  were  made  for  changes  to  the 
required  maneuvers.  Due  to  the  nature 
of  the  subjects  Involved,  a  Joint  FAA/ 
Industry  study  group  Is  being  convened 
to  carefully  consider  all  the  related  tech¬ 
nical  and  safety  factors  before  the  FAA 
takes  final  action  on  these  recommen¬ 
dations. 

In  the  Interim,  It  has  been  decided  to 
make  temporary  changes  In  the  regula¬ 
tions  to  provide  alternatives  to  these 
maneuvers.  These  temporary  changes, 
which  will  be  effective  until  December  1, 
1967,  will  help  to  alleviate  public  concern 
until  a  complete  expert  reevatuation 
of  the  maneuvers  can  be  accomplished. 
It  will  also  allow  the  study  group  to  pro¬ 
ceed  at  a  deliberate  pace  without  b^g 
pressured  by  a  concern  over  the  possi¬ 
bility  of  an  adverse  effect  cm  safety  dur¬ 
ing  the  period  of  the  study. 

Except  for  initial  training  under  Part 
121,  substitutions  may  be  made  for  the 
landing  with  simulated  failure  of  50  per¬ 
cent  of  the  available  powerplants  as  re¬ 
quired  by  the  appendices  to  Parts  61  and 
121.  Under  Part  61,  in  the  case  of  a  four- 
engine  turbojet  powered  airplane,  an  ac¬ 
tual  landing  with  a  simulated  failure  of 
the  most  critical  powerplant  is  acceptable 
provided  the  applicant  has  a  certification 
that  he  satisfactorily  performed  a  two- 
engine  out  landing  in  preparation  for  the 
flight  test.  Under  Part  121,  in  the  case  of 
a  four-engine  turbojet  powered  airplane, 
the  pilot  must,  in  addition  to  performing 
a  landing  with  a  simulated  failure  of  the 
most  critical  powerplant,  perform  the 
two-engine  out  maneuver  In  a  simulator 
or  at  altitude.  In  the  case  of  a  three- 
engine  turbojet  powered  airplane,  under 
both  Parts  61  and  121  the  maneuver  pre¬ 
viously  required  a  landing  with  simulated 
failure  of  two  engines.  This  amendment 
will  authorize  performance  of  this  ma¬ 
neuver  under  a  procedure  aivroved  by 
the  Administrator  that  provides  the 
same  practical  effect  without  reducing 
two  engines  to  Idle  power. 

These  amendments,  which  are  relaxa- 
tory  In  nature,  provide  an  alternative 
method  of  compliance.  In  addition,  rep¬ 
resentatives  of  Industry  and  pilot  asso¬ 
ciations  have  been  Informed  of  and  are 
In  agreement  with  them.  Therefore,  In 
order  to  best  serve  the  purposes  set  forth 
above,  I  find  that  notice  and  public  pro¬ 
cedure  Is  Impractical  and  unnecessary 


and  that  good  csuise  exists  tor  making 
these  amendments  effective  on  less  than 
30  days  notice. 

In  consideration  of  the  foregoing. 
Parts  61  and  121  are  amended  as  follows, 
effective  immediately: 

1.  Appendix  A,  Item  V(d)  of  Part  61 
Is  amended  to  read  as  follows: 

V.  Landings  and  Approaches  to  Landings. 
•  •  •  •  • 

(d)  Maneuvnlng  to  a  landing  with  Simu¬ 
la^  failure  of  50  percent  of  the  available 
powerplants.  ’The  simulated  loss  of  power 
must  be  on  one  side  of  the  airplane  (center 
and  one  outboard  engine  on  three-engine 
alrplanea).  However,  until  December  1,  1987, 
In  turboj^  powered  airplanes,  the  following 
may  be  substituted  tor  this  requirement: 

(1)  In  the  case  of  a  four-en^ne  airplane, 
maneuvering  to  a  landing  with  a  simulated 
failure  of  the  most  critical  powerplant  If  a 
certlflcated  flight  Instructor  or  a  flight  In¬ 
structor  In  a  training  program  approved 
under  Part  121  at  this  chapter  has  certified 
that  he  has  observed  the  applicant  satis¬ 
factorily  perform.  In  preparation  for  the 
flight  test,  a  landing  In  that  type  airplane 
with  simulated  failure  of  50  percent  of  the 
available  powerplants. 

(2)  In  the  case  of  a  three-engine  airplane 
maneuvering  to  a  landing  using  an  approved 
procedure  that  approximates  the  loss  of  two 
powerplants. 

•  •  •  •  • 

2.  Appendix  F,  Item  V(d)  of  Part  121 
is  amended  to  read  as  follows: 

V.  Landings  and  Approaches  to  Landings. 
•  ^  •  •  •  • 

(d)  Maneuvering  to  a  landing  with  simu¬ 
lated  failure  of  50  percent  of  the  available 
powerplants.  ’The  simulated  loss  of  power 
must  be  on  one  side  of  the  airplane  (center 
and  one  outbocurd  engine  on  three-engine 
airplanes) .  In  the  case  of  a  proficiency  check 
for  other  than  a  pilot  In  cmnmand  the  sim¬ 
ulated  loss  of  power  may  be  only  the  most 
critical  powerplant.  However,  until  Decem¬ 
ber  1,  1967,  m  turbojet  powered  airplanes, 
the  following  may  be  substituted  for  this 
requirement  In  recurrent  training  and  In 
pilot  in  command  proficiency  checks: 

(1)  In  the  case  of  a  four-engine  turbojet 
powered  airplane  maneuvering  to  a  landing 
with  simulated  failure  of  the  most  critical 
powerplant  and  performance,  either  In  an 
approved  simulator  or  in  flight  at  altitude, 
of  the  maneuvw  with  simulated  failure  of  50 
percent  of  the  available  powerplants. 

(2)  In  the  ease  of  a  three-engine  airplane 
maneuvering  to  a  landing  using  an  approved 
procediure  that  approximates  the  loss  of  two 
powerplants. 

•  •  •  •  • 

(Secs.  813(a),  601,  602.  Federal  AvlXtlon  Act 
of  1958;  (49  VS.C.  1354(a),  1421,  1422) 

Issued  In  Washington,  D.C.,  on  May  19, 
1967. 

William  F.  McBIkk, 

Administrator. 

(FJt.  Doc.  67-5882;  Filed.  May  25,  1987; 

8:48  am.] 

SUaCHAPTn  E— AIRSPACE 
[Airspace  Docket  No.  67-AL-lO] 

PART  71 — DESIGNATION  OF  FEDERAL 
AIRWAYS,  CONTROLLED  AIRSPACE, 
AND  REPORTING  POINTS 
Alteration  of  Control  Zono 

The  purpose  of  this  amendment  to 
Part  71  of  the  Federal  Aviation  Regula¬ 
tions  Is  to  alter  the  effective  hours  of  the 
Mlnchumlna,  Alai^,  control  zone. 
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The  hours  of  operation  of  the  Min- 
chumina  Flight  Service  Station  are  be¬ 
ing  reduced  from  16  to  8  hours  per  day 
and  from  a  dally  (^ration  to  5  days  a 
week,  Monday  through  FUday.  Air/ 
ground  communications  will  continue  to 
be  available  outside  the  newly  established 
operating  hours  of  the  Minchumina 
Flight  Service  Station  through  a  remote 
control  c<xnmunications  outlet  serviced 
by  the  McGrath,  Alaska,  Flight  Service 
Station.  Additionally,  airway  weather 
observations  will  continue  to  be  provided 
7  days  a  week.  However,  the  hourly  and 
special  observations  needed  for  the  des¬ 
ignation  of  the  control  zone  will  be 
available  mily  from  0745  to  1545  hours, 
lo<»l  time,  daily.  Therefore,  the  control 
zone  hours  of  designation  are  rede- 
scribed  to  coincide  with  the  weather  re¬ 
porting  service. 

Since  this  amendment  imposes  no  ad¬ 
ditional  burden  on  any  pierson,  notice 
and  public  procedure  requirements  of  the 
Administrative  Procedure  Act  are  unnec¬ 
essary  and  the  amendment  may  be  ef¬ 
fective  on  less  than  30  days  notice. 

In  consideration  of  the  foregoing.  Part 
71  of  the  FMeral  Aviation  Regulations 
is  amended,  effective  0001  e.s.t..  June  22, 
1967,  as  hereinafter  set  forth. 

In  5  71.171  (32  PJl.  2071),  the  Min¬ 
chumina.  Alaska,  control  zone  is 
amended  by  deleti^  “fitan  0545  to  2145 
hours,  local  time,  daily."  and  substituting 
therefore,  “from  0745  to  1545  hours,  local 
time,  daily." 

(Sec.  S07(a).  FedotU  Aviation  Act  of  1068; 
40  nJB.C.  1348) 

Issued  in  Anchorage,  Alaska,  on  May 
12, 1967. 

*  Qeorgc  M.  Gary, 

Director,  AUiskan  Region. 
[F.R.  Doc.  67-6858;  Plied,  May  25,  1067; 

8:46  a.m.] 


[  Airspace  Docket  No.  67-AIj-11  ] 

PART  71~DESIGNATION  OF  FEDERAL 
AIRWAYS,  CONTROLLED  AIRSPACE, 
AND  REPORTING  POINTS 

Altaration  of  Control  Zone 
The  purpose  of  this  amendment  to 
Part  71  of  the  F^eral  Aviation  Begula- 
tions  is  to  alter  the  effective  hours  of  the 
F'arewell,  Alaska,  ccHitrol  Z(me. 

The  hours  of  operation  of  the  F'are¬ 
well  Flight  Service  Station  are  being  re¬ 
duced  from  16  to  8  hours  per  day  and 
from  a  daily  (^ration  to  5  days  a  week, 
Monday  through  Friday.  Alr/ground 
cmnmunications  will  continue  to  be 
available  outside  the  newly  established 
operating  hours  of  the  Farewell  Flight 
Service  Station  through  a  remote  control 
communications  outlet  serviced  by  the 
McGrath,  Alaska,  Flight  Service  Sta¬ 
tion.  Additionally,  airway  weather  ob¬ 
servations  will  continue  to  be  provided 
7  days  a  week.  However,  the  hourly  and 
special  observations  needed  for  the  des¬ 
ignation  of  the  c(Hitrol  zone  will  be 
available  only  fitxn  0745  to  1545  hours, 
local  time,  daily.  Iherefore,  the  control 
zone  hours  of  designation  are  rede¬ 
scribed  to  coincide  with  the  weather  re¬ 
porting  service. 

Since  this  amendment  imposes  no  ad¬ 
ditional  burden  on  any  person,  notice 


and  public  procedure  requirements  of 
the  Administrative  Procedure  Act  are 
unnecessary  and  the  amendment  may  be 
effective  on  less  than  30  days  notice. 

In  consideration  of  the  foregoing.  Part 
71  of  the  Federal  Aviation  Regulaticms  is 
amended,  effective  0001  eA.t.,  Jime  22, 
1967,  as  hereinafter  set  forth. 

In  5  71.171  (32  FH.  2071) ,  the  Fare¬ 
well,  Alaska,  control  zone  is  amended  by 
deleting  “frcan  0545  to  2145  hours,  local 
time,  daily,"  and  substituting  therefore, 
“from  0745  to  1545  hours,  local  time, 
daily.”  ^ 

(Sec.  307(a).  Federal  Aviation  Act  of  1968; 
49  U.S.C.  1348) 

Issued  in  Anchorage,  Alaska,  on  May 
12, 1967. 

George  M.  Gray, 
Director,  Alaskan  Region. 
[F.R.  Doc.  67-6859;  FUed,  May  25.  1967; 

8:46  ajn.] 


[Airspace  Docket  No.  67-WE-29] 

PART  71  ^DESIGNATION  OF  FEDERAL 

AIRWAYS,  CONTROLLED  AIRSPACE, 

AND  REPORTING  POINTS 
Alteration  of  Control  Zone 
Description 

The  purpose  of  this  amendment  to 
Part  71  of  the  Federal  Aviation  Regula¬ 
tions  is  to  amend  the  description  of  the 
Burbank,  Calif.,  control  zone.  This  ac¬ 
tion  is  necessary  to  reflect  the  name 
change  of  the  Burbank-Lockheed  Air 
Terminal  to  HoUywood-Burbank  Alrport> 

In  §  71.171  (32  FH.  2080  as  amended 
by  32  FJl.  6554)  the  Burbank,  Calif., 
control  zone  is  amended  by  delet¬ 
ing  “•  •  *  Lockheed  Air  Terminal, 
Calif.,”  and  substituting  “•  •  •  Holly- 
wood-Burbank  Airport,  Calif.  •  • 
therefor. 

Since  this  change  is  editorial  in  nature 
and  imposes  no  additional  burden  on 
any  person,  notice  and  public  procedure 
hereon  are  unnecessary,  and  good  cause 
exists  for  making  this  amendment  effec¬ 
tive  in  less  than  30  days. 

Effective  date.  This  amendment  is 
effective  upon  publication  In  the  Federal 
Register. 

(Sec.  307(a).  Federal  AvtaUon  Act  of  1958, 
aa  amended;  49  UA.C.  1348) 

Issued  in  Los  Angeles,  Calif.,  on  May 
17,  1967. 

Lee  E.  Warren, 

Acting  Director,  Western  Region. 
[FJt.  Doc.  67-6860;  Filed,  May  25.  1967; 

8:46  am.] 


[Alnpitoe  Docket  No.  67-SO-16] 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  CONTROLLED  AIRSPACE, 
AND  REPORTING  POINTS 
Alteration  of  Control  Zone  and 
Transition  Area 

On  February  6,  1967,  a  notice  of  pro¬ 
posed  rule  making  was  published  In  the 
Federal  Register  (32  FH.  2898)  stating 
that  the  Federal  Aviation  Agency  was 
considering  an  sunendment  to  Part  71 
of  the  Federal  Aviation  Regulations  that 
would  alter  the  Daytona  Beach,  Fla., 
transition  area. 


On  April  14.  1967,  a  supplemental  no¬ 
tice  of  proposed  rule  making  was  pub¬ 
lished  in  the  Federal  Register  (32  F.R. 
5997)  stating  that  the  Federal  Aviation 
Administration  was  considering  an 
amendment  to  Part  71  of  the  Federal 
Aviation  Regulations  that  would  alter 
the  Dajrtona  Beach,  Fla.,  control  zone 
and  transition  area. 

Interested  persons  were  afforded  an 
opportunity  to  participate  in  the  rule 
making  through  the  submission  of  com¬ 
ments.  All  conunents  received  were 
favorable. 

In  consideration  of  the  foregoing.  Part 
71  of  the  Federal  Aviation  Regulations 
is  amended,  effective  0001  e.d.s.t.,  July 
20,  1967,  as  hereinafter  set  forth. 

In  §  71.171  (32  PH.  2071) ,  the  Daytona 
Beach,  Fla.,  control  zone  is  amended  to 
read: 

Daytona  Beach,  Fla. 

Within  a  5-mlIe  radius  of  tbs  Daytona 
Beach  Municipal  Airport  (latitude  SO’ll'OS" 
N..  longitude  81*03'30"  W.);  within  a  3-mlle 
radius  of  the  Ormond  Beach  Municipal  Air¬ 
port  (latitude  29*18'00"  N.,  longitude 

81  °06'40"  W.) ;  within  2  miles  each  side  of  the 
Daytona  Beach  VORTAC  156°  radial,  extend¬ 
ing  from  the  3-mlle  radius  zone  to  the  5-mile 
radius  zone;  within  2  miles  each  side  of  the 
Daytona  Beach  VORTAC  266*  radial,  extend¬ 
ing  frmn  the  3-mlle  radius  zone  to  8  miles 
west  of  the  VORTAC;  and  within  2  miles  each 
side  of  the  065*  bearing  from  the  Daytona 
Beach  LOM,  extending  from  the  5-mile  ra¬ 
dius  zone  to  the  LOM. 

In  S  71.181  (32  F.R.  2148)  the  Daytona 
Beach,  Fla.,  700-foot  transition  area  is 
amended  to  read: 

Daytona  Beach,  Fla. 

That  airspace  extending  upward  from  700 
feet  above  the  surface  within  an  8-mlle  ra¬ 
dius  of  the  Daytons  Beach  Municipal  Alr> 
ptMl:  (latitude  28*11'05"  N.,  longitude  81*03' 
20"  W.);  within  8  miles  northwest  and  6 
mUes  southeast  of  the  Daytona  ILS  localizer 
southwest  course,  extending  from  the  8-mlle 
radius  area  to  12  miles  southwest  of  the 
LOM;  within  2  miles  each  side  of  the  236* 
bearing  from  the  Daytona  Beach  LOM,  ex¬ 
tending  from  the  LOM  to  the  Intersection  of 
the  Daytona  Beach  VORTAC  219*  radial  and 
the  Orlando,  Fla.,  VORTAC  354*  radUl;  and 
within  a  5-mlle  radius  of  the  Ormond  Beach 
Municipal  Airport  (latitude  29*18'00"  N., 
longitude  81*06'49"  W.);  excluding  the  air¬ 
space  outside  of  the  continental  limits  of  the 
United  States. 

(Sec.  307(a).  Federal  Aviation  Act  of  1958; 
40U.S.C.  1348(a)) 

Issued  in  East  Point,  Ga.,  on  May  18, 
1967. 

James  G.  Rogers, 
Director,  Southern  Region. 

[FJl.  Doc.  67-6861;  FUed.  May  25,  1967; 

8:46  am.] 


[Airspace  Docket  No.  68-EA-', 

PART  71— DESIGNATION  OF  FEDERAL 
AIRWAYS,  CONTROLLED  AIRSPACE, 
AND  REPORTING  POINTS 
Altaration  of  Control  Zono 

Correction 

In  FH.  Doc.  6^-5401  appearing  in  the 
issue  for  Tuesday.  May  16,  1967,  at  page 
7250  make  the  following  change:  In  line 
8  of  amendatory  paragraph  1,  “VOTAC” 
should  read  “VORTAC". 
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SUBCHAniR  F— Alt  TtAWC  AND  GCNftAL  OKtATINe  RUIB 
[Reg.  Docket  No.  8167;  Arndt.  88T] 

PART  97— STANDARD  INSTRUMENT  APPROACH  PROCEDURES 
Miscellaneous  Amendments 

The  amendments  to  the  standard  instniment  approach  procedures  contained  herein  are  adopted  to  become  effective 
when  indicated  in  order  to  promote  safety.  The  amended  procedures  supersede  the  existing  procedtires  of  the  same  classifi¬ 
cation  now  in  effect  for  the  airports  specified  therein.  For  the  convenience  of  the  users,  the  complete  procedure  is  republished 
In  this  amendment  indicating  the  changes  to  the  existing  procedures. 

As  a  situation  exists  which  demands  immediate  action  in  the  interests  of  safety  in  air  commerce,  I  find  that  compliance 
with  the  notice  and  procedure  provisions  of  the  Administrative  Procedure  Act  is  Impracticable  and  that  good  cause  exists  for 
making  this  amendment  effective  within  less  than  30  days  from  publication. 

In  view  of  the  foregoing  and  pursuant  to  the  authority  delegated  to  me  by  the  Administrator  (24  Fit.  5662),  Part  07  (14 
CTR  Part  97)  is  amended  as  follows: 

1.  By  amending  the  following  automatic  direction  finding  procedures  prescribed  in  f  97.11(b)  to  read: 

ADF  8TA.<<DAaD  INSTBUIIBNT  APPBOACB  PBOCBOOBB 

Bearings,  headlncR,  oounes  Bud  radialf  are  mafnetlc.  Elevations  and  alUtades  are  In  feet  M8L.  Ceilings  are  In  feet  above  airport  elevation.  Distanoes  are  in  nautical 
ffliles  unless  otberwtse  indicated,  except  visibilities  which  are  In  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  Is  conducted  at  the  below  named  airport.  It  shall  be  In  accordance  with  the  following  instrument  approach  procedure, 
nnlen  an  approad)  Is  conducted  In  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Avlathm  Agency.  I^tlal  approaches 
iball  be  made  over  speolSed  routes.  Minimum  altitudes  sball  correspond  with  those  established  for  en  route  operation  In  the  particular  area  or  as  set  forth  below. 


Transitkm 

CGlUng  tod  TlSibUity 

From— 

To- 

Course  and 
distance 

altitade 

(feet) 

Conditioa 

Sengine  or  leas 

More  than 
S-engine, 
more  than 
66  knots 

86  knots 
or  leas 

More  than 
66  knots 

PROCEDURE  CANCELED,  EFFECTIVE  17  JUNE  1967. 

City,  Augneta;  State,  Maine;  Airport  name,  Augusta  State;  Elev.,  167';  Fas.  Clasa.,  BE;  Ident.,  AUO;  Procedure  No.  NDB  (ADF)  Runway  8,  Arndt.  Orlg.;  Eff.  dsds,  37  May  67 


CCM  RBn . 

Direct . 

2300 

T-dni  . . 

300-1 

300-1 

20&-U 

Odn. . 

600-1 

600-1 

t09-lH 

S-dn . 

A-dn . . 

800-3 

800-2 

800-3 

Procedure  turn  W  side  of  ers.  161*  Outbnd,  171*  Inbnd,  3M0'  within  10  miles. 

Minimum  altitude  over  fScInty  on  final  approach  ers,  1300'. 

Crs  and  distance,  facility  to  airport,  171*-^.0  mile. 

If  visual  contact  not  estsbilshea  upon  descent  to  authorised  landing  minimums  or  if  landing  not  aceompliabed  within  0.0  mile  after  pasMng  CCM  RBn,  climb  straight  ahead 
en  171*  bearing  from  CCM  RBn  to  1600'  then  rigfat-cllmbing  turn  to  3M0'  direct  CCM  RBn.  Hold  N  of  CCM  RBn,  171*  Inbnd,  l-nmuts  right  toms. 

Notb;  Approach  from  a  holding  pMtem  not  authorised.  Procedure  turn  required. 

Caution:  N7'  antenna,  1 J  miles  W  of  alrpdrt,  646'  terraim  OJ  mile  SSE  of  airport. 

#  Runway  17  departures:  Climb  on  magnetic  heading  160*  to  1000'  before  proceeding  south wsstbound. 

USA  within  36  miles  of  facUity :  000*-180*— 3300';  180^370*— 2100';  370*-3e0*— 3000'. 

City,  Augusta;  State,  Maine;  Airport  name,  Augusta  State;  Elev.,  367';  Fae.  Clasa.,  MEW;  Ident.,  CCM;  Prosedurs  No.  NDB  (ADF)  Runway  17,  Arndt.  Orlg.;  Eff.  date, 

17  June  67 


Direct . 

3700 

T-dn  . 

300-1 

300-1 

300-H 

C-d. . 

600-1 

600-1 

600-iH 

On. . 

60O-m 

eoo-iH 

600-2 

B-dn-13 . 

600-1 

600-1 

600-1 

A-dn.. . 

NA 

NA 

NA 

Procedure  turn  N  aide  of  era,  306*  Outbnd,  138*  Inbnd,  3800'  within  10  mllaa. 

Minimum  altitude  over  facility  on  final  approach  ers,  1730'. 

Facility  on  airport. 

If  visual  contact  not  estabUabed  upon  descent  to  authorised  landing  minimums  or  If  landing  not  aooompUahod  within  0  mile  of  the  CCY  RBn,  make  left-eliroblng  turn 
to  2G00'  on  the  306*  bearing  from  the  CCY  RBn  within  10  miles. 

Notb:  Use  Mason  City  altimeter  setting. 

Caution:  Runways  and  17/36  unlisted. 

MSA  within  36  milee  of  fhclUty:  oao*-000*— 3300';  000*-370*— 3300';  370*-360*— 3800'. 

City,  Charles  City;  State,  Iowa;  Airport  name,  Charles  City  Mnalcipal:  Elev.,  U30':  Fae.  Clam.,  MEW;  Idsat^  CCY;  Procedure  No.  NDB  (ADF)  Runway  13,  Arndt.  I; 

Eff.  date,  17  June  67;  Sup.  Arndt.  No.  ADFl,  Oilg.;  Dated,  9  Dec.  66 


namlin  Int.. . . . 

HT  LOM . 

Direct... . 

2700 

T-dn . 

300-1 

800-1 

30O-)4 

HT  LOM . 

2000 

C-dn. . . 

600-1 

•00-1 

•eo-iH 

HT  LOkL . 

2600 

S-dn-ll . 

800-1 

800-1 

600-1 

ECB VOR . 

Naples  Int . 

Direct . 

2600 

A-dn . . . 

800-3 

800-2 

800-2 

YRK VOR 

Direct . 

3600 

H'T  LOM  (final) . . . 

Direct . 

2300 

Procedure  tom  S  side  of  crs,  394*  Outbnd,  114*  Inbnd,  3600'  within  10  miles. 

Minimum  altitude  over  faculty  on  final  approach  era,  3300'. 

Crs  and  distance,  facility  to  airport,  114*— 4.6  miles. 

If  visual  contact  not  estabUsheo  imon  descent  to  authorized  landing  minimums  or  If  landing  not  accomplished  within  4.6  miles  after  passing  ET  LOM,  climb  to  3700'  on 
SE  ora  of  IL8  to  Shoals  BCM.  Held  »  l-mlnule  right  turns,  394*  Inbnd.  Alternate  missed  approaeh:  Make  a  right-eUmbing  turn  to  360fr  on  ers  394*,  return  to  HT  LOM. 
lIoM  NW,  I-mlnute  right  turns,  114*  Inbnd. 

MSA  within  36  miles  of  fodUty:  000*-090*— 3100';  000*-180*— 3600';  180*-37D*— 3400';  270*-360*— 3600'. 

City,  HunUngton;  State,  W.  Va.;  Airport  name,  'Tri-State  (Walker-Long  Field);  Elev.,  838':  Fae.  Class.,  LOM:  Ident.,  HT;  Procedure  No.  NDB  (ADF)  Runway  11,  Arndt. 

fr,  Eff.  date,  17  June  67;  Sup.  Amat.  No.  ADF  1,  Arndt.  4;  Dated,  13  June  66 


No.  loa - S 
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ATW  8TAiri>Au  iwmuiiaRT  AmoACH  PBOcBDUBa — CoBtlnaed 


Tranritfon 

fUlMny  Slid  ylalbllltj  mtnlninm« 

Frosn— 

Oouiseand 

distance 

ftltltod* 

(feet) 

Condi  tton 

3-engliie  or  less 

66  knots 
or  less 

More  than 
06  knots 

f  .ffmstffin  njnT\  VOP 

SME  RBn . . 

Difoct . 

8100 

3200 

SlOO 

T-dn . . 

300-1 

1000-1 

1000-1 

NA 

300-1 

1000-1 

1000-1 

NA 

m 

SME  RBn . . . 

O-dn . . 

Mid  . . 

SME  RBn . . 

Dir-H . 

B-dn-4 . 

A-dn . 

Radar  aTailable  (Tn<itMi»p«n«  oantw). 

Proeedure  tom  S  dde  of  crs,  220*  Outbnd,  OMI*  Inbnd,  tlOO'  witbin  10  milaa. 
mnimiim  altitude  orer  iaciiity  ou  final  approach  crs  102r. 

If  Tisual  contact  not  estabiisbM  upon  descent  to  authorised  landln|  minim nm«  or  If  landing  not  aocomplisbed  within  0  mile  after  passing  SME  RBn ,  make  right-climbini 
turn  to  SlOO':  return  to  SME  RBn.  Hold  8W,  l-minute  right  turns,  040*  Inbnd. 

Non:  No  weather  arailable.  Obtain  London,  Ky.,  dtlmeter  setting. 

MSA  srithln  26  miles  of  faciUty:  000*-270*— 2800';  270*-Sfl0*— 2000'. 

City,  SoinersK:  State,  Ky.;  Airport  name,  Somerset-Pnlaski  Countr;  Eler.,  B2r;  Fae.  Class.,  MHW;  Ident.,  SME:  Procedure  No.  NDB  (ADF)  Runway  4,  Arndt.  I;  Ell.  date, 

17  June  87;  Sup.  Arndt.  No.  NDB  CADF)  Runway  4.  Orig.;  Dated,  4  Mar.  07 


OEO  VOR. 


QE  LOM _  _ 

4000 

T-dn«r _ 

600-1 

800-1 

C-dn _ 

1000-1 

1000-1 

A^— . . 

1000-2 

1000-2 

600-1 

1000-iH 

1000-2 


Radar  arailable. 

Procedure  turn  S  side  of  crs,  246*  Outbnd,  066*  Inbnd,  4000'  within  10  mllee. 

Minimum  altitude  orer  facility  on  final  amoaoh  crs,  8600'. 

Crs  and  distance,  Mcility  to  awport,  066*-^.l  miles. 

If  Tisual  contact  not  established  upon  descent  to  authorised  landing  minimum*  or  if  landing  not  accomplished  within  6.1  miles  after  passing  QE  LOM,  turn  left,  return  to 
QE  LOM  climbing  to  4000'. 

%'rakeolb  all  runways:  Climb  Tisually  arer  airport  to  2400',  thence  direct  OEO  VOR;  cross  OEO  VOR  for  direction  of  flight  northeastbonnd  V2N,  SHOO';  eastbound  V2, 
4200';  soutbeastbound  V28, 4700'. 

MSA  within  26  mUes  of  the  MciUty:  000*-000*— 7100';  080*-180*— 6M0';  180*-270*— 4100';  270*-3a0*— 6100'. 


City,  Spokane;  State,  Wash.;  Airport  name,  Felts  FMd;  Eler.,  ISOS';  Fae.  Class.,  LOM:  Ident.,  OE;  Procedure  No.  NDB  (ADF)-l,  Arndt.  1;  Eff.  date,  17  June  67;  Sup.  Arndt 

No.  ADF  1,  Orig.;  Di^,  10  Sept.  64 


LOM  (final) . 

2300 

T-dn 

800-1 

800-1 

200-H 

LOM . 

2600 

0-4a _ 

600-1 

600-1 

600-lH 

LOM . 

Direct . 

2800 

B-dn-SI. 

400-1 

400-1 

400-1 

ALO  VOR . . 

LOM . 

Direct . 

2600 

WihHMHHHi 

800-2 

800-2 

800-2 

LOM . 

Direct . 

2600 

Procedure  turn  W  side  of  crs,  802*  Outbnd,  122*  Inbnd,  2600'  within  10  miles. 

Minimifln  altitude  orer  facility  on  final  approach  crs,  2800'. 

Crs  and  distance,  facility  to  svport,  122* — 4.6  miles. 

If  Tisual  contact  not  establlsbed  upon  descent  to  authorlsad  landing  mlnlmnms  or  if  landing  not  accomplished  within  4.6  miles  after  passing  AL  LOM,  climb  to  2600'  on 
122*  beiwlng  from  LOM  within  10  miles,  or  when  directed  bjr  ATC,  ettanl)  to  2600'  on  ALO  VOR,  R  008*  within  10  miles. 

MSA  within  26  mUes  of  facility:  000*-OBO*— 2600';  000*-lir--8l08':  U0*-Sa0*— 2400'. 

City,  Waterloo;  State,  Iowa;  Airport  name,  Waterloo  Municipal;  Eler.,  870';  Fac.  Class.,  LOM;  Ident.,  AL:  Procedure  No.  NDB  (ADF)  Runway  12,  Arndt.  •;  Eff.  date,  17 

June  67;  Sup.  Arndt.  No.  NDB  (ADF)  Runway  12,  Arndt.  8;  Dated,  11  Feb.  67 


2.  By  amending  the  following  very  high  frequency  omnirange  (VOR)  procedures  prescribed  In  I  97.11(e)  to  read: 

*  VOR  STAMDABD  iMBTBiriCXirT  AFPBOACH  PmOCBDVU 


Bearing,  headings,  courses  and  radials  are  magnetic.  EleTatlons  and  altitudes  ate  in  feet  M8L.  Ceilings  are  In  feet  aboTS  airport  elSTation.  Distances  ate  In  nautical 
mil—  unless  otherwise  indicated,  except  Tislbillties  which  are  in  statute  miles. 

If  an  instrument  ^preach  procedure  of  the  aboTS  type  to  omidnoted  at  the  below  named  airport,  it  shall  be  in  aooordanoe  with  the  following  instrument  approach  procedure, 
unless  an  approach  Is  ocmducted  In  aooordanoe  with  a  dlfleceat  procedure  for  sndi  airport  authorised  by  the  Administratar  of  the  Federal  ATiatlon  Agency.  Initial  approaches 
shall  be  m^  OTer  speeifled  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operathm  in  the  particular  area  or  as  set  forth  below. 


Trasisttlast 

OgIUdC  and  Tiatbllltx 

From— 

To- 

Couiaeand 

liftTiimnm 

•lUtna* 

(feet) 

Oondltioa 

Aengine  or  leas 

More  than 
2-engine, 
more  than 
66  knots 

66  knots 
or  leas 

More  than 
06  knots 

New  Oloooester  RBn . . 

2800 

T-Hln# _ _ 

1  800-1 

800-1 

1  ^2 

i  600-1 

l'  600-1 

400-1 

800-1 

800-1 

1  ^2 

1  600-1 

1  600-1 

1  600-1 

400-1 

300-W 

WhlH 

800-2 

1  600-1)4 

1  600-1 

I  800-1)4 

400-1 

. 

o-dn .  - 

S-dn 

A-dn.-. . 

VOR  ADF  mir' 

C=dn _ 

&^!a-17* . 

DME 

O-dn _ _ 

(^to-17* _ 

Procedure  turn  W  side  of  crs,  846*  Outbnd,  166*  Inbnd,  2800'  srlthin  10  miles. 

Minimum  altitude  orer  Bog  Int  or  8.7-mlle  DME  Fix,  1200'. 

Facility  on  airport.  Breakoli  point  to  runway,471*— OA  mile. 

If  Tisual  contact  not  established  upon  descent  to  authorised  landing  mlnlmums  or  if  landing  not  accomplished  when  OTcr  AUQ  VOR,  climb  on  R  166*  to  2000',  then  left 
turn  dhrect  AUO  VOR.  Hold  SE  of  .^O  VOR  on  R  141*.  l^nlnntelm  turns,  821*  Inbnd. 

Norn:  Approach  from  a  bolding  pattern  not  authorised,  procedure  tom  required. 

Caution:  607' antenna,  1 A  miles  W  of  airport;  646' terrain  and  trees,  0.0  mile  of  airport. 

*  Redoctioo  not  authorised. 

IRunway  17  departures  climb  on  magnetic  heading  160*  to  1000'  before  proceeding  southweetbound. 

MSA  within  26  mUee  iff  facility;  000*-i80*— 2300';  lM*-370*— 2100';  270*-8W*-800i?. 

City,  Augusta;  State,  Maine;  Airport  name,  Augusta  State;  Eler.,  SOT;  Fae.  Class.,  L-BVORTAC',Idant,  ADO.;  Frooednre  No.  VOR  Runway  IT,  Arndt.  0;  Eff.  date,  17 

June  67;  Sup.  Arndt.  No.  TerVOB-17,  Arndt.  6;  Dated  8,  Doe.  68 
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RULES  AND  REGULATIONS 


7709 


VCMt  aTAMOABB  IWTBPMPfT  AFPBOACB  PBOCBBVBa— OOBttnUBd 


OeUlng  and  rlaibUlty  mlnlmoniA 


Mon  than 
,  famine. 

Mon  than 

AJi  I  w  knoto 


lloont  Holly  Int . . . .  MQY  VOR . 

Cimden  Int ........... — -  MQY  VOR. ......... - 

Mount  Holly  Int . .  *-mUa  Radar  Fla  on  R  146*... . 

j-mlle  Radar  Fla  on  R  1«*. .  MOY  VOR  (final) . 


Radar  available. 

Prooedun  tnm  ■  aide  of  en.  140*  Ootbnd,  US*  lid>nd,  >700'  within  10  milaa. 

Minimom  altitude  over  6-mw  Radar  Fix  on  R  146*  on  final,  ISOO*. 

Facility  on  airport. 

If  viaual  oontact  not  eatablished  upon  deaoent  to  authoiiaed  landinf  minimuma  or  tl  landing  not  aooomplUhed  within  0  mile  of  MQY  VOR,  make  rlght-dtmhing  tom  to 
mo';  return  to  MOY  VOR,  hold  SB  en  R  14r  MQY  VOR,  l-minate  right  turns,  «M*  Inbnd. 

Nora:  Use  Dayton  approach  control  altimeter  settiag. 

MSA  within  28  miles  of laeUity:  046*-138*— 2800';  138*-228*— 2600';  228*-«18*— 2400';  818*-048*— 8100', 

Citv  Dayton:  State,  Ohio;  Airport  name,  Montgomery  County;  Kiev.,  000':  Fac.  Claaa.,  T-VORW;  Ident.,  MOY;  Procedure  No.  VOR-1,  Arndt.  6;  Ell.  date,  17  June  67;  Sup. 

.  Arndt.  No.  Ter  VOR  R-146,  Arndt.  6;  Dated,  16  July  66 


DAY  VOR . I 


300-1 

300-1 

200-H 

800-lH 

800-1 

860-1 

600-1 

800-1 

800-1 

NA 

NA 

NA 

Camden  Int . . . . .  MOY  VO 

Mount  Holly  Int .  MOY  VO 

4-Mile  Radar  Fix  on  R  028*_ . I  MOY  VO 


Radar  available. 

'  ProcsdoN  tom  B  aide  of  era,  606*  Ontbod,  206*  Inbnd,  2700'  wlthlB  10  miles. 

Minimum  altitude  over  4-nifle  Radar  Fix  on  R  028*  on  final  approach  era,  2000'. 

Facility  on  airport. 

If  viaual  oontact  not  established  upon  descent  to  autboriied  landing  mlnimums  or  if  landing  not  accomplished  within  0  mile  of  MOT  VOR,  make  left  turn,  ellmh  to  SOOO' 
SB  R  186*  to  Moont-Holly  Int.  HoM^f.  1-nalnute  left  turns,  OH*  Inbiid. 

Note:  Use  Dayton  apprmush  control  altimeter  setting. 

MBA  within  28  mllM  of faciUty:  048*-188*— 2800';  188*-228*— 2600';  228*-818*— 2400';  816*-048*-3100'. 

City,  Dayton;  State,  Ohio;  Airport  name,  Montgomery  Coanty,  Blev..  000*;  Fee.  Claas., T-VORW; Ident.,  MOT;  ProeednreNo.  VOR  Runway  20,  Arndt.  2;  Bfl.  date,  17  June 

67;8up.  Arndt.  No.  Ter  VOR-20,  Arndt.  1;  Dated,  11  June  60 


300-1 

300-1 

6H-1 

300-1 

636-1 

600-1 

666-1 

KO-S 

366-3 

M6-2 

Procedure  turn  B  aide  of  ers,  612*  Outbnd,  102*  Intond^MOO*  within  M  ml  leg. 

Minimum  altitude  over  faeillty  on  final  approach  era,  7266'. 

Facility  on  airport.  Breakofl  i^nt  to  runway,  202*— 0.7  mile. 

If  vigaal  eontact  not  eatabIWied  upon  descent  to  authorised  Imidlng  mlnlmame  or  If  tending  net  aeeompllehed  within  Oil  mils  of  LV8  VOR,  climb  to  lOfiOO'  eu  LVS  R  2U* 
within  20  mites. 

MSA  within  28  mites  of  fcdllty:  O0O*-O0O*-68OO':  O0O*-18O*-0MO';  180*-270*— 11800';  270*-860*-18600'. 

aty,  Lm  Vegas;  State.  N.  Mex.;  Airport  name,  Las  Vegas  Mnntelpal;  Blev.,  8616';  Fac.  Class.,  H-BVORTAC;  Ident.,  LVS;  Procedure  No.  VOR  Runway  20,  Arndt.  Orlg.; 

—  EfI.  date,  17  June  67 


Taylor  VHF  Int . 

PMR  VOR  (final) _ _ _ 

064*— 7 J  mites _ 

720 

T-dn_ . 

306-1 

800-1 

200-H 

_ 

•10-1 

600-1 

600-% 

8-dn-6# . 

600-1 

600-1 

600-1 

A-dn_ . 

800-2 

800-2 

800-2 

Radar  required. 

Procedure  turn  not  authorised.  ^ 

Facility  on  airport. 

Crs  and  distance  breakofl  point  to  runway,  066*— 0.8  mile. 

Ifrisual  nnntant  net  netahltilirifl  upon  imint  tn  aathsrlail  Irni-H^  -nf-|— TixiirrVlarr*i-f  — rliini — r”'i' — '  — ^  VOR,  eUmben  S064*  to  UOO'  within 

8  miles.  Then  make  teft-climbing  turn  to  2400'.  Proceed  direct  PN  E  VO  R.  Hold  SW  1-minuto  right  turns,  Inbnd  «■,  ON*. 
fReduetion  for  lighting  aids  not  authorised. 

MSA  within  28  mltea  of  facility;  000*-060*-1800':  O0O*-18O*— 1600';  ia6*-6ir  6800';  2ftr-660*— 640r. 

City,  Philadelphia;  State,  Pa.;  Airport  name.  North  Philadelphia;  Blev.,  US';  Fac.  ClaH.,T-BVOR;  Ident.,  PNE;  Prooedore  No.  VOR  Runway  6,  Arndt.  2;  BIT.  date,  17  Juno 

67;  inp.  AauU.  No.  Tv  VOR-4,  AmdC  1;  Daiad,  27  May  66 


LeeVHF  Int . 


300-1 

300-1 

360-1 

300-1 

400-1 

400-1 

800-2 

800-2 

Radtf  available. 

Procedure  turn  E  side  of  crs,  186*  Outbnd,  006*  Inbnd,  1000'  within  10  mitea. 

Minimum  altitude  over  facility  on  final  approach  era,  1200'. 

Cra  and  distance,  facility  to  airport,  006*-^.7  mites. 

IfviamMeortastnefeatAllalnirnpsndeaeeBttoaBflietlBadlwaiMivtnfBfinis^vIftendf^netaeean^llahsil  wlifotn  6J  mltea  after  pMsli^  VLB  VOR,  tnm  hfl.  eUinb  to 

1000'  on  R  346*  within  20  miles  of  th^LD  VOR. 

Notes;  0)  No  lights  on  Runway  12-30.  Advance  notice  required  for  operation  of  rwaway  Mghts  after  2200  haura.  CO  Might  tending  not  anthoriaad  an  Runways  12, 30: 
Night  taksofl  not  autnortsed  on  Runways  12,  27,  30. 
fReduetion  not  authorised. 

MSA  within  28  miles  of  faeiUty:  OOO*-30O*— 1600'. 

City,  Valdosta;  State,  Oa.;  Airport  name,  Valdosta  Municipal;  Blew.,  204':  Fan.  ClaaL,  L-BVOIL  Went.,  VLD;  PNesdure  No.  VOR  Runway  36,  Arndt.  10;  Bff.  date,  17  Jnne 

67;  Sup.  Amdt.  No.  VOR-1,  Arndt.  16;  Dated,  10  Nov.  66 


FEDEIAL  lEGISTER,  VOL  32.  NO.  102— FtIDAY.  MAY  2«.  1967 


mo  RULES  AND  REGULATIONS 

V(Mt  Stamdau  larsnuiCKMT  AppmoACB  Pbocduu — Continued 


Translttnei 

Celling  and  visibility  mtnimnm. 

Frool*™ 

T»- 

Course  and 
distance 

Vnnimnm 

altitude 

(feet) 

Canditica 

S-engine  or  less 

More  than 
3-engin«, 
more  than 
06  knots 

68  knots 
or  less 

More  than 
06  knots 

R  308*,  ALO  VOR  Mookwise . 

ROrr,  ALO  VOR_ . . 

Via  8-mile  DME 

2800 

T-dn. . 

300-1 

300-1 

aVMi 

Are. 

C-dn . 

800-1 

800-1 

800-1) 

R  072*,  ALO  VOR _ 

Via  8-mile  DME 

2600 

8-dn-21 . 

800-1 

60(V-1 

Are. 

A-dn. . 

800-2 

800-2 

800-2 

a-Tnllii  DME  IMi,  R  072*  . 

3-mile  DME  Fix,  R  072*  (Snail _ 

1370 

DME  Mlnlmuma: 

1  S-dn-24 . 

1  400-1 

1  400-1 

I  400-1 

Proeedore  torn  N  aide  of  era.  072*  Oatbnd,  2S2*  Inbnd,  2400'  within  10  milea. 

Mtniinnm  nlUtude  over  A-mik  DME  Fix  on  final  approadi  on,  U70'. 

Faculty  on  airport. 

If  Tiaoal  contact  not  eatabUabed  upon  deacent  to  aathorlxed  landinc  mlnlmuma  or  If  landing  not  aooompliahed  within  0.0  mile  of  ALO  VO  R,  climb  to  2800'  on  R  238*  within 
lOmilM. 

MSA  within  26  milea  of  facility;  O0O*-UO*— 4000';  U0*-000*— 2800'. 

City,  Waterloo;  State,  Iowa;  Airport  name,  Waterloo  Municipal;  EleT.,  870';  Fae.  Claaa.,  L-BVORTAC;  Ident.,  ALO;  Procedure  No.  VOR  Runway  24,  Arndt.  0;  Eft.  date. 

17  June  87;  Sup.  Arndt.  No.  'rerVOR-34,  Arndt.  6;  Dated,  10  Mar.  M 


R060*,ALOVORcleckwir»  . 

R  104*,  AIXl  VOR  . 

Via  O-mile  DME 

2800 

T-dn. . 

300-1 

300-1 

Ara 

C-dn . 

800-1 

800-1 

R  104*,  AI.O  VOR  .  .  _ 

Via  8-mi)e  DME 

2800 

S-dn-S6 . 

800-1 

800-1 

Are. 

A-dn. . 

800-2 

800-2 

O-mitos  DME  Fix,  R  184* . 

2.8-milee  DME  Fix,  R  184*  (final) . 

1«0 

DME  Mlntmimw 

c-dn. . 

800-1 

800-1  1 

e 

8-dii-38 . 

600-1 

600-1 

200-M 

eoo-iH 

000-1 

800-2 

mo-ih 

800-1 


Procedure  turn  E  aide  of  en,  104*  Outbnd,  014*  Inbnd,  2300*  within  10  miles. 

Minimum  nltltude  OTCT  2.8-mile  DME  Fix  on  final  approach  en,  lATO*. 

Facility  on  Airport. 

If  Tisnal  contact  not  establiahed  upon  deacent  to  authorised  landing  mlnlmuma  or  if  landing  not  aooompliahed  within  0.0  mile  of  ALO  VOR,  climb  to  2800'  on  R  347*  within 
10  miles. 

MSA  within  28  mUes  of  taeUity:  000*-180*-4000';  180*-000*— 2600'. 

City,  Waterloo;  State,  Iowa;  Airport  name,  Waterloo  Municipal;  Eler.,  870';  Fae.  Claaa.,  L-BVORTAC;  Ident.,  AL  toProoedun  No.  VOR  Runway  SO,  Arndt.  7;  Eff.  date, 

17  June  87;  Sup.  Arndt.  No.  'TerVOR-M,  Arndt.  0;  Dated,  10  Mar.  08 

3.  By  amending  the  following  very  high  frequency  omnirange — distance  measuring  equipment  (VOR/DME)  procedures 
prescribed  in  { 97.15  to  read:  '  _ 

VOR/DMB  Btandau  iNsraniiiNT  Appaoach  Psociduu 

Bearings,  beadingr,  oouiaea  and  radiala  are  magimtiw  Elerations  and  altitndea  are  in  feet  M8L.  Celllnga  are  in  fSet  above  alrpwt  elevation.  Distancea  are  in  nautical 
mil—  unless  otbarwtae  indicated,  except  vlslbllitiae  which  are  in  statute  milea. 

Ifanlnatnimentapproadi  prooedursof  the  above  type  to  conducted  at  the  below  named  airport,  it  shall  be  in  aocordanos  with  the  following  instrument  approach  prooeduie, 
onleaa  an  approach  to  conducted  In  accordance  with  a  dUlerent  procedure  for  such  airport  authorised  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
*h*ii  be  m^  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transitian 

Celling  and  vtaiblUty  minimniiu 

From— 

To- 

Ooune  and 
dlstanos 

IflwiTnwww 

eltltode 

(feat) 

Condition 

3-4ngtne  or  leas 

More  than 
3-englne, 
more  than 
08  knots 

68  knots 
or  leas 

More  than 
86  knots 

18-mile  DBfE  Fix,  R  088*  AUQ  VORTAC. 

6-mile  DME  Fix,  R  008*  AUQ 
VORTAC  (final). 

Dbeet . 

3000 

T-d  ’  * . . 

C-dn . . . 

S-dn . 

A-dn . 

300-1 

800-1 

800-3 

300-1 

800-1 

800-3 

300-4 

800-14 

800-2 

Procedure  turn  not  authorised. 

Minimnm  altitude  ovcT  8-mile  DME  Fix,  R  088*  on  final  approach  cts,  300(r. 

Facility  on  airport. 

If  vlaual  contact  not  establiahed  upon  deacent  to  authorised  landing  mlnlmuma  or  it  landing  not  aooompliahed  when  over  AUQ  VO  R,  make  left-climbing  turn  to  2000' direct 
AVO  VOR.  Hold  SE  of  AUO  VOR,  1-minntc  left  turns,  821*  inbnd. 

CAunow:  887'  antenna,  1.3  miles  W  of  alriwrt;  848'  terrain  and  trees,  0.8  mile  8  of  airport. 

ARnnway  17  departures  climb  on  magnem  heading  180*  to  1000'  before  proceeding  aouthweetbound. 

MSA  arlthln  28  miles  of  faciUty:  000*-180*— 2300';  li0*-27D*— 2100';  270*-3i»*— MOCp. 

City,  Augusta;  State,  Maine;  Airport  name,  Augusta  State;  Elev.,  387';  Fae.  Class.,  L-BVORTAC;Ident.,  AUQ.;  Procedure  No.  VOR/DME-I,  Arndt.  1;  EfI.  date,  17  June  67; 

Sup.  Arndt.  No.  VOR/DME-1,  Orig.;  Dated,  3  Dee.  88 


ll-mfle  DME  Fix,  R  232*  AUQ  VORTAC. 

Amile  DICE  Fix,  R  232*  AUQ 
VORTAC  (final). 

Dlrr-t . . 

3000 

T-du# . . 

300-1 

800-1 

300-4 

800-14 

300-3 

800-1 

800-1 

sldn  .  . 

800-3 

800-3 

A-dn _ 

Procedure  turn  not  authorised. 

Minimum  altitude  over  8mile  DME  Fix,  R  232*  on  final  approach  ers,  3000'. 

FftciUty  on  nl^port. 

If  visual  contact  net  established  upon  descent  to  authorised  landing  mlnhnnms  or  if  landing  not  acoompUsbed  when  over  AUQ  VOR,  make  left-oUmblng  turn  to  3000', 
direct  AUQ  VOR.  Hold  SE  of  AUO  VOR,  l-minute  left  turns,  321*  Inbnd. 

Cactiom;  sot  anteima,  lA  miles  W  of  ainicrt;  848'  tetrain  and  trees,  0.8  mile  8  of  airport, 
f  Runway  17  departures  climb  on  magnetic  heading  160*  to  1000'  before  proceeding  sonthwestbound. 

MSA  within  28  miles  of  facility:  000*-1SO*— 2800';  180*-270*— 2100';  270*-380*— 3000'. 


City,  Angustsi;  State,  Maine;  Atrixirt  name,  Augusta  State;  Elev.,  387*;  Fae.  CtassM  L-BVORTAC;  Ident.,AUQ;  Procedure  No.  VOR/DME^,  Amdt.liEfl.  date,  17  June  87; 

Sup.  Arndt.  No.  VOR/DME-2,  Orig.;  Dated.  3  Deo.  88 
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VOR/DMB  Standabo  iNsnuicxirr  Appboach  Pbocbdvu — Continued 


Transltkn 

Celling  and  visibility  minim iim« 

From— 

1 

j  To- 

Course  and 
distance 

Iffailynnm 

altitude 

(feet) 

Ocndlttai 

Icnglne  or  leas 

More  than 
2«nglne, 
more  than 
66  knots 

1 

1  66  knots 
or  leas 

More  than 
66  knots 

11-mUe  DME  Fix,  R  247*  AUO 
VORTAC. 

6-mUe  DME  Fix,  R  247*  AUO 
VORTAC  (final). 

Direct . 

2300 

2000 

T-dn# . . 

300-1 

600-1 

300-1 

600-1 

20O-)4 

KO-iH 

n-mileDME  Fix,  R247*AUG  VORTAC.. 

ntrM>t 

O-dn . 

R-iln 

A-dn . 

800-2 

800-2 

800-2 

Procedure  turn  not  authorized. 

Minimum  altitude  over  frmile  DME  Fix,  B  217*  on  final  approach  ere,  2000'. 


f  aciiiiy  on  airporv* 

If  visuai  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  if  landing  not  accomplished  when  over  AUQ  VOR,  make  left-climbing  turn  to  2000' 
direct  AUU  VOR.  Hdd  SB  of  AUO  VOR,  1-minute  left  turns,  321*  Inbnd. 

Cauhon:  607'  antenna,  1.3  miles  W  of  airport;  616'  terrain  and  trees,  0.0  mile  S  of  airport. 

I  Runway  17  departures  climb  on  magnetic  heading  160*  to  1000'  before  proceeding  southwestbound. 

MSA  wi4hln  26  miles  of  faciUty:  000*-180*— 2300';  180*-270*— 2100';  270*-300*— 3000^  - 

City.  Augusta;  State,  Maine;  Airport  name,  Augusta  State;  Eler.,  367';  Fao.  Class.,  I>-BVORTAC;^Ident.,  AUO;  Procedure  No.  VOR/DME-3,  Arndt.  1;  Efl.  date,  17  June  67; 

Sup.Amdt.  No.VOR/DME-8,  Orlg.:Dated,3Dec.66 


J^T.n  VOPTAP 

4-miln  nMF.  Fli,  R  114*  .  _ 

3100 

T-dn _ 

300-1 

300-1 

20O-H 

R  114*,  ALO  VOR . 

Via  10-mUe  DME 

3100 

C-dn . 

600-1 

600-1 

fOO-lH 

Are. 

S-dn-v^ . 

400-1 

400-1 

400-1 

R  114*,  AT.O  VOR  . . . . 

Via  10-mUe  DME 

8100 

800-2 

800-2 

800-2 

Are. 

10-mlIe  DME  Fix,  R  114*„ . . 

4-mile  DME  Fix,  R  114*  (final). _ 

Direct . 

2000 

Procedure  turn  E  side  of  ers.  111*  Outbnd,  201*  Inbnd,  8100'  between  1-  and  11-mlle  DME  Fix,  R  111*. 

Minimum  altitude  orer  1-mile  DME  Fix,  R  111*  on  final  approach  ers,  2000'. 

Crs  and  dlstrace,  1-mile  DME  Fix,  R  111*  to  airport,  281*-^.l  miles. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  if  landing  not  accomplished  at  0.6-mlle  DME  Fix,R  111*,  climb  to  3500'  on  R  302*  to  Shell 
Rock  Int  and  hold  NW  122*  Inbnd  with  left  toms. 

Non;  Final  approach  from  holdi^  pattern  at  1-mlle  DME  Fix,  R  111*  not  authorized.  Procedure  turn  required. 

$100-M  authorizM  with  operative  HIRL,  except  for  1-engine  turbojets. 

MSA  within  25  miles  of  facility;  060*-180*— MOO';  18O*-O0O*— 2800'. 

City,  Waterloo;  State,  Iowa;  Airport  name,  Waterloo  Municipal;  Elev.,  870';  Fac.  Class.,  L-BVORTAC:  Ident.,  ALO;  Procedure  No.  VOR/DME  Runway  30,  Arndt.  1;  Eff. 

date,  17  June  67;  Sup.  Arndt.  No.  VO  R/DME  No.  1,  Arndt.  I;  Dated,  10  Mar.  66 

4.  By  amending  the  following  instrument  landing  system  procedures  prescribed  in  S  97.17  to  read: 

ILS  standard  instrument  Approach  Procbdurb 

Bearings,  headings,  oourses  and  radlab  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  CeillngB  are  In  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  Indloated,  except  visibilities  which  are  in  statute  mlies. 

Uan  instrument  appro^  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  In  accordance  with  the  following  Instrument  approach  procedure, 
unless  an  approach  Is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
•ball  be  made  over  specified  routes.  *  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  partleular  area  or  as  set  forth  below. 


'Transition 

GeiUng  and  visibility  mlnimums 

From— 

To- 

Course  and 
distance 

Iftwlmnwi 

Altitude 

(feet) 

Ocodltlon 

3-eiigine  or  leas 

More  than 
Icnglne, 
more  than 
66  knots 

66  knots 
or  leas 

More  than 
66  knots 

Hamlin  Int.. . . 

HT  LOM.  _ 

2700 

T..dn 

300-1 

300-1 

30O-H 

Wayne  Int _ _ _ _ _ 

HT  LOM . 

2600 

c-dn-  . 

600-1 

600-1 

600-iji 

HTLOM.  . .  . 

2800 

8-dn-lM 

400-1 

400-1 

400-1 

ECB VOR . 

DinmZ  .. 

2800 

800-2 

800-2 

800-2 

YRKVOR . 

DfraeZ 

2800 

Naples  Int . . .  _  _  . 

HT  IXiU  (final) _ 

2200 

Procedure  turn  8  side  of  crs,  204*  Outbnd,  114*  Inbnd,  2600'  within  10  miles. 

Minimum  altitude  over  LOM  on  final  approach  crs,  2200'. 

Crs  and  distance,  LOM  to  airport,  114* — 4.6  miles. 

If  visual  contact  not  establishM  upon  deaoent  to  authwixed  landliw  mlnimums  or  if  landing  not  accomplished  within  4.6  miles  after  passing  HT  LOM,  climb  (o  2700'  on  SE 
ers  of  iLS  to  Bhoals  BCM.  Hold  SE  1-minute  right  turns,  204*  Inbnd.  Alternate  missed  apiMoach;  Make  a  right-climbing  turn  to  260(r  on  crs,  204*,  return  to  HT  LOM.  Hold 
NW,  1-minute  right  turns,  114*  Inbnd. 

Notes:  1.  No  glide  slope.  2.  ILS  unusable  from  MM  Inbnd. 

#40O-M  authorised,  with  operative  high-intensity  runway  lights,  except  for  4-englne  turbojets. 

*400-H  authorized,  with  operative  ALS,  except  for  4-engine  turbojets.  " 

MSA  within  26  mike  of  facility:  000*-000*— 3100';  000*-180*— 2600';  180*-270*— 2400';  370*-Se0*— 2600'. 

City,  Huntington;  State,  W.  Va.;  Airport  name,  Trl-State  (Walker-Long  Field);  Elev.,  W';  Fao.  Class.,  ILS:  Ident.,  I-HTS;  Procedure  No.  LOG  Runway  11,  Arndt.  7;  Eff. 

date,  17  June  67;  Sup.  Arndt.  No.  ILS  Runway  11,  Arndt.  6;  Dated,  26  Feb.  67 


HT  LOM . 

2700 

T=dn, . 

300-1 

300-1 

200-H 

lINN  VORTAC . 

ViaHNN  R304*.. 

3000 

fiOO-1 

600-1 

800-1H 

Hamlin  Int . . . 

1800 

e  _ 

400-1 

400-1 

400-1 

A-dn- _ _ 

800-2 

800-2 

800-2 

Procedure  turn  N  side  of  ers,  114*  Outbnd,  204*  Inbnd,  2700'  within  10  miles  of  Shoals  BCM. 

Minimum  altitude  over  Shoals  BCM  on  final  approach  crs,  1800'. 

Crs  and  distance.  Shoals  BCM  to  airport,  204*-^.4  miles. 

No  glide  slope. 

If  viMial  contact  not  established  upon  descent  to  authorised  landing  minimums  or  if  landing  not  accomplished  within  3.4  miles  after  passing  Shoals  BCM,  climb  to  2600'  on 
crs,  204*  to  the  HT8  LoM.  Hold  N^  1-minute  light  turn^  114*  Inbnu. 

Caution:  Tower  1260',  8.6  miles  E  of  approach  end  of  Runway  20. 

4400-^  authorised  with  operative  high-intensity  runway  lights  except  for  4-englne  turbojets. 

MSA  within  26  miles  of  Shoals  BCMroOO*-O0O*-31OO';  000*-180*— 3100';  180*-3ro*— 2600';  270*-a00*— 2400'.; 

City,  Huntington;  State,  W.  Va.;  Airport  name,  Trl-State  (Walker-Long  Field);  Ekv.,  828':  Fae.  Class.,  ILS;  Ident.,  I-HTS;  Procedure  No.  LOO  (BO)  Runway  20,  Arndt.  8; 
•  Eff.  date,  17  June  67;  Sup.  Arndt.  No.  IL8-20  (ba^  crs),  Arndt.  2;  Dated,  7  Jan.  67 
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IL8  Stanoasb  INnsnMinr  ArrmoACH  PBOcwumB — ConAhinH 


TrandtlaB 

OelUng  and  visibility  minimums 

Frone— 

To- 

Courasand 

dlstanoa 

Minimum 

Condltloa 

2.englne  or  leas 

More  than 
2-engine, 
more  than 
66  Imots 

altitude 

(feet) 

98  knote 
orleae 

More  than 
06  knote 

Bhell  Rock  Int  . . . 

T.OM  (final)  . . 

2300 

2600 

2800 

2600 

2600 

2600 

2600 

2300 

T-dn^ 

960-1 

600-1 

100-H 

000-2 

900-1 
8SS  1 

aoo-H 

MO-IH 

200-H 

600-2 

New  Hartferd  Int . . . . 

LOM . 

C-dn . 

LOM  .  ..  . 

Direct . 

S-dn-12*9 . 

ALO  VOR . 

LOM _ _ _ _ 

Direct . 

I.OM 

Direct . . 

B  200*,  ALO  VOR  dockwiae . 

R  347*,  ALO  VOR  counterclockwise.. . 

11-mlle  DME  Fix,  R  308*  ALO  VOR . 

R  308*,  ALO  VOR . 

R  303*,  ALO  VOR . 

OM  (final) . : . 

Via  11-mile  DME 
Arc. 

Viall-mUeDMB 

Arc. 

Via  ALO  LOC _ 

Procedure  turn  W  side  of  crs,  902*  Ontbnd,  122*  Inbn^  2800'  within  10  mile*. 

Minimum  altitude  at  glide  slope  interception  Inbnd,  2900'.  •  * 

Altitude  of  glide  slope  and  disUnee  to  approadi  end  of  runwaj  at  OM,  2290'— 4.6  miles;  at  MM,  1000'— OA  mile. 

If  visual  contact  not  established  upon  descent  to  authorised  landing  mini  mums  or  if  landing  net  accomplished  within  4.6  miles  after  passing  LOM,  climb  to  2600'  on  8E  crs 
of  IL8  within  10  milM  or,  when  direotM  bg  ATC,  climb  to  2600' on  the  ALO  VO B,  R  003*  within  10  milss. 

*400-H  required  when  glide  slope  not  utilised  and  400-H  authorised  with  operative  ALS,  except  for  4-engine  turbojets. 

4RVR  2400'  authorised  Runway  12. 

ORVR  2400'.  Descent  below  1070'  not  authorised  unless  approadi  Ugbts  are  visible. 

MSA  within  26  miles  of  LOM:  000*-000*— 2600';  000*-180*-^100';  1^-360*— 2400'. 

City,  Waterloo;  State,  Iowa;  Airport  name,  Waterloo  Municipal;  Elev.,  870';  Fae.  Class.,  ILS;  Ident.,  I-ALO;  Procedure  No.  ILS  Runway  12,  Arndt.  0;  Eli.  date,  17  June  67; 

Sup.  Arndt.  No.  ILS  Runway  12,  Arndt.  8;  Dated,  11  Feh.  S7 

5.  By  amending  the  following  radar  procedures  prescribed  in  §  97.19  to  read: 

Raoab  Stand axd  Instbument  AmoAOi  PBocBDtms 

Bearings,  headings,  courses  and  radials  are  magnetle.  Elevations  and  altitudes  are  in  feet,  MBL.  CelUngB  are  In  feet  above  airport  etovatloa;  Distauoes  are  In  nautical 
mllee  unless  otherwise  Indicated,  except  visibUitiee  which  are  in  statute  miles. .  ' 

If  a  radar  instrument  approach  is  conducted  at  the  below  named  airport.  It  nail  be  In  accordance  with  tbe  following  Instrument  procedora,  unless  an  approach  is  conducted 
In  accordance  with  a  different  procedure  for  such  airport  authorised  by  tbe  Administrator  of  the  Federal  Aviation  Agencv.  Initial  approaches  shall  be  made  over  specified 
routes.  Minimum  altitudets)  shall  correspond  with  those  established  for  en  route  operation  in  the  partleular  area  or  as  set  rarth  below.  Poattiva  Identtfteatlon  most  be  estsb- 
Uahed  with  tbe  radar  controller.  From  initial  contact  with  radar  to  final  authorised  landing  mlnlmnms,  the  Instructkms  of  the  radar  controller  are  mandatory  except  when 
(A)  visual  contact  is  established  on  final  approach  at  or  before  descent  to  the  authorised  landing  minimums,  or  (B)  at  pilot’s  discretion  if  H  appears  desirable  to  diacontinae 
tbe  approach,  except  when  the  radar  controller  may  direct  otherwise  prior  to  final  approach,  a  missed  approach  shall  be  executed  as  provided  below  when  (A)  oonununication 
on  final  approach  is  lost  for  more  than  6  seconds  during  a  precision  approach,  or  for  more  than  90  seconds  during  a  surveillanos  approach;  (B)  dlrscted  by  radar  controller; 
|C)  visual  contact  is  not  established  upon  descent  to  autbonsed  landing  mlnlmnms;  or  (D)  if  landing  is  not  aoeomptfebed. 


TrsDaiUaa 

ObUIDC  ftlld  Tlsibillty  tTktnimnmM 

From— 

To- 

Conraeand 

distance 

Mlntmtim 

altltudG 

(feet) 

Ooodltlon 

S-eziglns  or  IsH 

More  than 
9-eagtne,' 
more  than 
06  knoU 

66  knots 
or  lew 

More  than 
06  knote 

249*..  _  . .  -  _ 

180* . . 

0-20  miles.... _ 

•**2000 

SurvelUanoe  apDroach 

iib* . . 

248*  ..  _ 

0-16mllse.. . 

•**2000 

T-dn*% . 

aoo-i 

SOO-1 

200-H 

mo*,  ... 

248* _  ..  „ 

16-20  mUes . 

•**2900 

C-dn-14  L  and 

400-1 

600-1 

800-i5i 

R,  92  L  and 

B,  27, 22.** 

C-dh-4 . 

600-2 

000-2 

600-2 

S-dn-14  L  and 

400-1 

400-1 

400-1 

R,  Si  L  and 

B,  27,  22.**$ 

B-dn-t. . 

000-2 

000-2 

000-2 

A-dn . 

800-2 

800-2 

800-2 

Precision  en 

T-dn*% . 

300-1 

300-1 

aoo-H 

C-dn . — 

400-1 

800-1 

800-lf 

B-dn-14R,  27, 

34 

orwv 

200-H 

82L.# 

8-dn-22. 14L. 

«00-)4 

BOO-H 

92R,  i.-- 

A-dn . 

000-2 

000-2 

600-2 

An  bearings  are  from  radar  site  with  sector  asimuths  progressing  clockwise. 

If  visual  contact  not  established  upon  descent  to  authorised  landing  minimums  or  if  landing  not  accomplished:  Runway  4— Climb  straight  ahead  to  9600'  and  proceed  to 
Evanston  Int  via  ORD  VOR,  R  076*,  or  when  directed  by  ATC,  climb  straight  ahead  to  2600'  and  proceed  to  OBK  VOR  via  R  170*.  Runway  27— Climb  to  9600' on  a  crs  of 
268*  and  proceed  to  DPA  VOR  via  R  068*,  or  when  directed  by  ATC,  oUmb  to  9600'  on  ORD  VOR,  R  271*  and  proceed  to  Elgin  Int  via  ORD  VOR,  R  271*.  Runway  22— 
Climb  to  9600'  on  a  crs  of  220*  and  proceed  to  DPA  VOR  via  R  079*,  or  when  directed  by  ATC,  make  left-climbing  turn  to  9600'  and  proceed  to  Evanston  Int  via  ORD  VOR 
R  076*.  Runway  14R— Turn  right  to  biding  166*,  climb  to  1600',  then  make  right-climbing  turn  to  9600'  and  proceed  to  DPA  VOR  via  R  086,  or  when  directed  by  ATC,  turn 
right  to  beading  156*,  climb  to  1500',  make  dimbing  right  turn  to  9500'  and  proceed  to  El^  Int  via  ORD  VOR,  R  271*.  Rnnwav  82R— 'Turn  right  to  996*  heading,  climb  to 
1600',  then  make  right-dlmblng  turn  to  9500'  and  proceed  to  Evanston  Int  via  O  RD,  R  076*.  Runway  82L— 'Turn  left  to  900*  heading,  dlmb  to  1800',  then  make  dimbing  left 
tom  to  9600'  and  proceed  direct  to  DPA  VO  R.  Runway  14L— 'Tom  left  to  heading  of  120*  and  climb  to  1500',  make  left-climbing  turn  to  3500'  and  proceed  to  Evanston  Int  vis 
ORD,  R075*. 

Caution:  1460'  tower,  SA  miles  W,  1419'  tower,  4A  tnUss  W. 

*Takeofl8  on  Runway  27  when  weather  is  bdow  2000-3  will  intercept  ORD  VOR,  R  280*  and  dlmb  to  2000'  before  proceeding  westbound.  Takeoffs  on  Runway  82L,  when 
weather  is  bdow  2000-3,  will  interMpt  ORD  VOR,  R  306*  and  dlmb  to  2000'  before  proceeding  westbound. 

**On  A6R  approach  to  Runway  22,  do  not  descend  below  1200'  until  radar  advises  passing  3-mile  Radar  Fix  from  end  of  runway. 

<RVR  2400'  Runways  14R,  92L,  and  27.  Descent  below  867'  not  authorized  unless  approach  lights  are  visible. 

%RVR  2400' authorized  Runways  14R,  32L/^R,  and  27.  ^  , 

gRunways  27, 14L,  14R,  and  82L— 40(1-H  authorized  with  operative  ALS  or  SALS,  except  for  4-englne  turbojets.  Runways  14  R  and  L,  12  R  and  L,  and  TT—Mhfi  author¬ 
ized  with  operative  HI  RL  except  for  4-engine  turbojets.  .  _  .  „  _ 

***  Radar  control  will  provtte  1000'  vertical  dearanoe  arithin  a  S-mlle  radius  ot  towers,  1187'  16  miles  NW,  1460',  6.5  miles  W,  1413',  421  miles  W,  1608 , 7.2  mUes  8W,  1186 , 
4.8  miles  SW,  1120',  3.6  miles  BW,  1504',  14.2  miles  BE,  1260',  10  miles  SSW,  1080',  14.3  miles  SSW,  1128',  8  miles  SW,  and  1540',  13.9  mUes  SB. 

****  Runway  14L— 900-H  authorize  with  operative  SALS,  except  for  4-englne  turbojets. 

City,  Chicago;  State,  Ill.;  Airport  name,  Cblcago-O’Hare  ftitematlonal;  Elev.,  61^;  Fac.  Class,  and  Ident.,  O'Hare  Radar;  Procedure  No.  1,  Arndt.  14;  SB.  date^  17  June  67; 

Sup.  Amdt.  No.  1,  Arndt.  13;  Dated,  24  Dec.  66 
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These  procedures  shall  become  effective  on  the  dates  specified  therein. 

(Secs.  307(e),  818(a).  SOI,  Federal  Aviation  Aot  ot  1888;  40  T7.S.O.  1848(o),  1854(a).  1421;  72  atat.  748, 762, 775) 

Issued  in  Washlnston,  D.C.,  on  May  10. 1967. 

Jamks  P.  Rudolph, 

Acting  Director,  Flight  Standards  Service. 
(FJl.  Doc.  07-5636;  Filed,  May  26,  1807;  8:46  a.in.] 


Title  43— PUBLIC  LANDS; 
INTERIOR 

Chapter  II — Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior 

SUBCHAPTER  8— UNO  TENURE  MANAGEMENT 
120001 

(Circular  No.  2227] 

PART  2220— GRANTS 

Subpart  2226— Desert  Land  Act 
Ditches 

The  purpose  of  this  amendment  Is  to 
show  that  the  term  “ditches”  means  any 
suitable  means  to  conduct  water  to  and 
on  the  lands. 

The  Department  of  the  Interior  imI- 
heres  to  the  policy  oi  affording  the  pub¬ 
lic  an  opportunity  to  participate  In  the 
rule  making  process.  However,  since  the 
proposal  does  not  Impose  any  additional 
requlronents  upon  a  desert  land  entry- 
man,  this  amendment  Is  adopted  without 
public  participation  and  will  become  ef¬ 
fective  upon  publication  In  the  Federal 
Register. 

In  S  2226.1-5,  paragraphs  (e)  and  (f ) 
are  amended  to  read  as  follows: 

§2226.1—5  Final  proof. 

•  •  •  •  • 

(e)  Showing  as  to  irrigation  system. 
The  final  proof  must  show  specifically 
the  source  luid  volume  of  the  water  sup¬ 
ply  and  how  It  was  acquired  and  how  It 
Is  maintained.  The  number,  length,  and 
carrying  capacity  of  all  ditches,  canals, 
conduits,  and  other  means  to  conduct 
water  to  and  on  each  of  the  legal  sub¬ 
divisions  must  also  be  shown.  The  claim¬ 
ant  and  the  witnesses  must  each  state  in 
full  all  that  has  been  done  In  the  matter 
of  reclamation  and  Improvements  of  the 
land,  and  must  answer  fully,  of  their  own 
personal  knowledge,  all  of  the  questions 
contained  In  the  final-proof  blanks.  They 
must  state  plainly  whether  at  any  time 
they  saw  the  land  effectually  irrigated, 
and  the  different  dates  on  which  they 
saw  It  Irrigated  should  be  specifically 
stated. 

(f)  Showing  as  to  lands  irrigated  and 
reclaimed.  While  It  is  not  required  that 
all  of  the  land  shall  have  been  actually 
irrigated  at  the  time  final  proof  Is  made, 
it  is  necessary  that  the  one-eighth  por¬ 
tion  which  is  required  to  be  cultivated 
shall  also  have  been  irrigated  in  a  man¬ 
ner  calculated  to  produce  profitable  re¬ 
sults,  considering  the  character  of  the 
land,  the  climate,  and  the  kind  of  crops 
being  grown.  (Alonzo  B.  Cole,  38  LJ3. 
420.)  The  cultivation  and  Irrigation  of 
the  one-eighth  portion  of  the  entire  area 
entered  may  be  had  in  a  body  on  one 
legal  subdivision  or  may  be  distributed 
over  several  subdivisions.  The  final  proof 


must  clearly  show  that  all  of  the  perma¬ 
nent  main  and  lateral  ditches,  canals, 
conduits,  and  other  means  to  conduct 
water  necessary  for  the  Irrigation  of  all 
the  Irrigable  land  In  the  entry  have  been 
constructed  so  that  water  can  be  actually 
applied  to  the  land  as  soon  as  it  is  ready 
for  cultivation.  If  pumping  be  relied  upon 
as  the  means  of  irrigation,  the  plant  In¬ 
stalled  for  that  purpose  must  be  of  suffi¬ 
cient  capacity  to  render  available  enough 
water  fbr  all  the  Irrigable  land.  If  there 
are  any  high  points  or  any  portions  of 
the  land  which  for  any  reason  it  is  not 
practicable  to  Irrigate,  the  nature,  ex¬ 
tent,  and  situation  of  such  areas  In  each 
legal  subdivision  must  be  fully  stated. 
If  less  than  one-eighth  of  a  smallest 
legal  subdivision  Is  practically  suscepti¬ 
ble  of  irrigation  from  claimant’s  source 
of  water  supply  and  no  portion  thereof  Is 
used  as  a  necessary  part  of  his  irrigation 
scheme,  such  sul^vlslon  must  be  re¬ 
linquished.  (43  LJ>.  269.) 

•  •  •  •  # 
Stewart  L.  Udall, 
Secretary  of  the  Interior. 

Mat  19. 1967. 

(FJt.  Doc.  07-6868:  Filed,  May  26,  1907; 
8:40  AJn.] 

Title  50— WOLIFE  AND 
FISHERIES 

Chapter  I — Bureau  of  Sport  Fisheries 
and  Wiidiife,  Fish  and  Wildlife 
Service,  Department  of  the  Interior 

SUBCHARTER  8 — HUNTING  AND  POSSESSION 
OF  WILDLIFE 

PART  10— MiGRATORY  BIRDS 

Hunting  Seasons  for  Puerto  Rico  and 
Virgin  Islands;  Correction 

F.R.  Doc.  67-6643,  published  on  page 
7497  In  the  Issue  dat^  Saturday,  May  20, 
1967  Is  corrected  by  changing  the  date 
“July  15”  to  “July  1”  for  the  open  season 
dates  on  dove  and  pigeons  in  Puerto  Rico. 

John  S.  Oottschalk, 
Director,  Bureau  of 
Sport  Fisheries  and  Wildlife.  ' 

Mat  23,  1967. 

(F.R.  Doc.  07-6899:  Filed,  May  25,  1907; 
8:49  ajn.] 


PART  10— MIGRATORY  BIRDS 
Hunting  Methods  and  Transportation 

On  page  6196  of  the  Federal  Register 
of  April  20,  1967,  there  was  published  a 
notice  of  proposed  rule  making  to  amend 
Part  10,  Title  50,  Code  of  Federal  Regula¬ 
tions,  commonly  known  as  the  “basic  reg¬ 
ulations." 


Section  10.3(b)  (4)  and  (7)  are  revised 
to  cmiform  with  i  10.3(a)  (1)  and  (3)  as 
published  In  the  notice  of  proposed  rule 
making  on  April  20, 1967. 

Interested  persons  were  given  30  days 
in  which  to  submit  written  ctxnments, 
suggestions,  or  objections  regarding  the 
proposed  amendments.  All  comments  re¬ 
ceived  were  favorable. 

The  pn^)osed  amendments  are  hereby 
ad<vted  as  follows: 

§  10.3  Hunting  methods. 

•  •  •  •  • 

(a)  Permitted  methods.  •  •  • 

(1)  By  the  aid  of  dogs,  artificial  de¬ 
coys.  with  longbow  and  arrow,  or  with 
shotgun  (not  larger  than  No.  10  gauge 
and  Incapable  of  holding  more  than 
three  shells)  fired  from  the  shoulder, 
and  by  means  of  falconry;  and  with  the 
aid  and  use  of  bird  calls,  except  recorded 
or  electrically  amplified  bird  calls  or 
sounds,  or  recorded  or  electrically  ampli¬ 
fied  Iniltatlons  of  bird  calls  or  sounds. 
•  •  •  •  • 

(3)  Fr<Hn  floating  craft  (except  a  sink- 
box)  Including  those  with  motor  at¬ 
tached  and  any  sailboat  when  beached, 
resting  at  anchor,  or  fastened  within  or 
tied  immediately  alongside  of  any  type 
of  fixed  hunting  blind:  Provided,  That 
(»Uy  on  the  Great  Lakes,  Including  their 
interconnecting  waterways,  waterfowl, 
coots,  and  gallinules  may  be  taken  fnmi 
a  boat  with  motor  attached  when  (1)  the 
motor  has  been  completely  shut  off,  and 
(U)  the  forward  progress  of  the  boat  due 
to  the  automotive  power  has  ceased: 
Provided  further.  That  rails  (but  not  in¬ 
cluding  coots  or  gallinules)  may  be  taken 
in  all  flyways  from  a  boat  with  motor 
attached  when  (ill)  the  source  of  power 
has  been  completely  shut  off;  (iv)  the 
forward  progress  of  the  boat  due  to  the 
automotive  power  has  ceased;  and  (v) 
the  boat  is  immobile  or  is  being  propelled 
by  paddle,  oars,  or  pole. 

»  •  •  •  •  ♦ 

(b)  •  •  • 

(4)  From  or  by  means  of  any  boat  or 
other  craft  having  a  motor  attached  or 
any  sailboat  except  as  permitted  in  para¬ 
graph  (a)  (3)  of  this  section. 

•  •  •  «  • 

(7)  By  the  use  or  aid  of  recorded  or 
electricc^y  amplified  bird  calls  or  sounds, 
or  recorded  or  electrically  amplified  imi¬ 
tations  of  bird  calls  or  sounds. 

•  •  •  •  • 

(c)  Exceptions.  The  provisions  of  this 
section  shall  not  be  construed  to  apply  to 
the  taking  of  migratory  birds  as  per¬ 
mitted  by  S  10.5 ;  nor  to  alter  the  terms  of 
any  permit  or  other  authorization  Issued 
pursuant  to  Part  16  of  this  subchapter. 

§  10.6  Transportation  within  a  State,  be¬ 
tween  States,  or  to  foreign  countries. 
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(b)  One  fully  feathered  wing  must  re¬ 
main  attached  to  all  migratory  game 
birds  except  doves  at  all  times  while  be¬ 
ing  transported  by  any  means  whatso¬ 
ever  from  the  place  where  taken  until 
they  have  arrived  at  the  personal  abode 
the  possessor  or  a  omnmercial  preser- 
vatlcm  facility,  whichever  occurs  first. 
One  fully  feathered  wing  must  remain 
attached  to  each  migraUMy  game  bird, 
Including  doves,  while  being  transported 
by  any  means  whatsoever  from  the 
United  States  and/or  any  of  its  posses¬ 
sions  to  any  foreign  country. 

•  •  •  •  •  • 
Effective  date.  These  amendments  shall 
be  effective  upon  publication  in  the 
Peoual  Rkgister. 

John  S.  Gottschalk, 
Director,  Bureau  of 
Sport  Fisheries  and  Wildlife. 

Mat  23, 1967. 

[PJl.  Doc.  67-S900:  Filed  May  25,  1967; 

8:49  ajn.] 
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DEPARTMENT  OF  AGRICULTURE 

Consumer  and  Marketing  Service 
[  7  CFR  Parts  911,  915  1 

(Docket  No*.  AC)-2«7-AS.  AO-26*- A4J 

LIMES  AND  AVOCADOS  GROWN  IN 
FLORIDA 

Handling 

Piu-suant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (secs.  1-19,  48 
Stat.  31,  as  amended;  7  U£.C.  601-674), 
and  in  accordance  with  the  applicable 
rules  of  practice  and  procedure  govern¬ 
ing  proceedings  to  formulate  marketing 
agreements  and  marketing  order,  as 
amended  (7  C^FR  Part  900),  notice  is 
here^  given  of  a  public  hearing  to  be 
held  in  the  Conference  Room.  Subtrop¬ 
ical  Experiment  Station,  Waldln  Drive, 
Homestead.  Fla.,  at  9:30  a.m.,  local  time, 
June  20.  1967,  with  respect  to  proposed 
further  amendments  of  the  respective 
marketing  agreements  and  orders  (7 
CFR  Parts  911  and  915),  regulating  the 
handling  of  limes  and  avocados  grown 
in  Florida.  The  proposed  amendments 
have  not  received  the  approval  of  the 
Secretary  of  Agriculture. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  marketing  conditions  re¬ 
lating  to  the  proposed  amendments, 
which  are  hereinafter  set  forth,  and  ap¬ 
propriate  modifications  thereof. 

The  following  further  amendments  of 
the  amended  marketing  agreements  and 
orders  were  proposed  by  the  administra¬ 
tive  committees,*  the  administrative 
agencies  established  pursuant  to  the 
marketing  agreements  and  orders. 

1.  Add  to  §  911.27  and  to  8  915.27  a 
final  sentence  to  read  as  follows:  "In  the 
event  both  a  member  and  his  alternate 
are  unable  to  attend  a  committee  meet¬ 
ing,  the  chairman  may  designate  any  al¬ 
ternate  who  is  present  and  who  is  not 
serving  for  any  member  to  serve  in  such 
absent  member’s  place  and  stead:  Pro¬ 
vided,  That  grower  alternate  members 
may  serve  only  for  grower  members  and 
handler  alternate  members  may  serve 
only  for  handler  members.” 

2.  Amend  8  911.41  and  8  915.41  by  de¬ 
leting  the  proviso  in  paragraph  (b) . 

3.  Amend  8  911.42  and  8  915.42  to  read 
as  follows: 

(a)  If,  at  the  end  of  a  fiscal  year,  the 
assessments  collected  are  in  excess  of 
expenses  incurred,  such  excess  shall  be 
accounted  for  as  follows: 

(1)  Except  as  provided  in  subpara¬ 
graphs  (2)  and  (3)  of  this  paragraph, 
each  person  entitled  to  a  proportionate 
refund  of  any  excess  assessment  shall 
be  credited  with  such  refund  against  the 
operation  of  the  following  fiscal  year 


unless  such  person  demands  repayment 
thereof,  in  which  event  it  shall  be  paid 
to  him:  Provided,  That  any  sum  paid 
by  a  person  in  excess  of  his  pro  rata  share 
of  the  expenses  during  any  fiscal  year 
may  be  applied  by  the  committee  at 
the  end  of  such  fiscal  year  to  any  out¬ 
standing  obligations  due  the  committee 
from  such  person. 

(2)  The  committee,  with  the  approval 
of  the  Secretary,  may  establish  and 
maintain  during  one  or  more  fiscal  years 
an  operating  monetary  reserve,  consist¬ 
ing  of  all  or  any  portion  of  such  excess 
funds,  in  an  amount  not  to  exceed  ap¬ 
proximately  2  fiscal  year’s  operational 
expenses.  Upon  approval  by  the  Secre¬ 
tary,  funds  in  such  reserve  shall  be  avail¬ 
able  for  iise  by  the  committee  for  all 
expenses  authorized  pursuant  to  the  ap¬ 
plicable  provisions  of  this  part. 

(3)  Upon  termination  of  this  part,  any 
funds  not  required  to  defray  the  neces¬ 
sary  expenses  of  liquidation  shall  be  dis¬ 
posed  of  in  such  manner  as  the  Secre¬ 
tary  may  determine  to  be  appropriate: 
Provided,  ’That  to  the  extent  practical, 
such  funds  will  be  returned  pro  rata  to 
the  persons  from  whom  such  funds  were 
collected. 

(b)  All  fimds  received  by  the  conunit- 
tee  pursuant  to  the  provisions  of  this 
part  shall  be  used  solely  for  the  purposes 
specified  in  this  part  and  shall  be  ac¬ 
counted  for  in  the  manner  provided  in 
this  part.  The  Secretary  may  at  any 
time  require  the  committee  and  its  mem¬ 
bers  to  account  for  all  receipts  and  dis¬ 
bursements. 

(c)  Upon  the  removal  or  expiration  of 
the  term  of  office  of  any  member  of  the 
committee,  such  member  shall  accoimt 
for  all  receipts  and  disbursements  and 
deliver  all  property  and  fimds  in  his 
possession  to  his  successor  in  office  and 
shall  execute  such  assignments  and  other 
instruments  as  may  be  necessary  or  ap¬ 
propriate  to  vest  in  such  successor  full 
title  to  all  of  the  property,  funds,  and 
claims  vested  in  such  member  pursuant 
to  this  part. 

4.  Amend  8  911.45  and  8  915.45  to  read 
as  follows: 

(a)  The  committee  may.  with  the  ap¬ 
proval  of  the  Secretary,  establish  or 
provide  for  the  establishment  of  mar¬ 
keting  research  and  development  proj¬ 
ects  designed  to  assist,  improve,  or  pro¬ 
mote  the  marketing,  distribution,  and 
consumption  of  fruit  covered  by  this  part. 
Such  projects  may  include  any  form  of 
marketing  promotion,  including  paid  ad¬ 
vertising.  ’The  expenses  of  such  projects 
shall  be  paid  from  funds  collected  pur¬ 
suant  to  the  applicable  provisions  of  this 
part. 

(b)  In  recommending  projects  pur¬ 
suant  to  this  section,  the  committee  shall 
give  consideration  to  the  following  fac¬ 
tors: 


(1)  The  expected  supply  of  fruit  cov¬ 
ered  by  this  part  in  relaUon  to  market 
requirements; 

(2)  The  supply  situation  among  com¬ 
peting  areas  and  commodities; 

(3)  The  ability  of  the  committee  to 
supplement  any  brand  promotion  of  han¬ 
dlers;  and 

(4)  The  need  for  marketing  research 
with  respect  to  any  marketing  develop¬ 
ment  activity. 

(c)  If  the  committee  should  conclude 
that  a  program  of  marketing  research  or 
development  should  be  undertaken  or 
continued  pursuant  to  this  section  in  any 
fiscal  year,  it  shall  submit  the  following 
for  the  approval  of  the  Secretary: 

(1)  Its  recommendation  as  to  funds  to 
be  obtained  pursuant  to  the  applicable 
provisions  of  this  part  and  the  rate  of 
assessment  required  to  obtain  such 
funds; 

(2)  Its  recommendation  as  to  any 
marketing  research  projects;  and 

(3)  Its  recommendation  as  to  promo¬ 
tion  activity  and  paid  advertising. 

5.  Redesignate  subparagraphs  (3)  and 

(4)  of  8  911.52(a)  and  8  915.51(a)  as  sub- 
paragraphs  (5)  and  (6) ,  respectively,  and 
insert  new  subparagraidis  (3)  and  (4) 
reading  as  follows; 

(3)  Limit  the  shipment  of  the  total 
quantity  of  fruit  covered  by  this  part  by 
prohibiting  the  handling  thereof:  Pro¬ 
vided,  That  (1)  there  shall  be  not  more 
than  five  periods  of  such  prohibition  dur¬ 
ing  any  fiscal  year;  (il)  no  such  prohibi¬ 
tion  shall  be  effective  for  more  than  7 
consecutive  days;  and  (ill)  there  shall 
be  no  less  than  7  consecutive  days  be¬ 
tween  the  termination  of  any  such  period 
of  prohlbitl(Hi  and  the  beginning  of  the 
next  such  period. 

(4)  Whenever  the  handling  of  fruit 
covered  by  this  pcurt  is  regulated  pursu¬ 
ant  to  subparagraph  (3)  of  this  para¬ 
graph.  no  handler  shall  handle  any  such 
fruit  which  was  prepared  for  market  or 
loaded  during  the  effective  period  of  such 
regulation.  However,  during  any  such 
period,  no  such  regulation  shall  be 
deemed  to  limit  the  right  of  any  person 
to  contract  to  sell  fruit  covered  by  this 
part. 

6.  Add  the  following  proviso  to  8  911.56 

(d)  and  to  8  915.55(d) :  “Provided,  That 
any  such  minimum  quantities  exemption 
shall  be  limited  to  growers  who  do  not 
come  within  the  proviso  in  the  definition, 
in  this  part,  of  the  term  'grower';  and 
the  exemption  shall  apply  only  to  the 
fruit  from  such  trees.” 

7.  Add  a  new  section,  to  Parts  911  and 
915,  as  follows: 

The  committee  may,  with  the  aiH^roval 
of  the  Secretary,  establish  such  rules, 
regulations,  and  safeguards  as  it  may 
deem  necessary  to  assure  that  culls,  i.e., 
fruit  which  fail  to  meet  the  standards 
established  under  this  part,  are  handled 
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only  as  authorized  In  accordance  with 
the  applicable  provisions  of  this  part 
governing  fruit  not  subject  to  regulation. 
Such  aafegucutls  may  Include,  but  are  not 
limited  to,  a  requirement  that,  except  to 
the  extent  that  culls  are  handled  in  ac¬ 
cordance  with  such  applicable  provisions, 
culls  may  not  be  handled  unless  iMior 
thereto  and  under  suiiervlsion  of  the 
committee  the  culls  were  mechanically 
mutilated  or  otherwise  rendered  unfit  for 
distributton  in  fresh  markets. 

8.  The  Fruit  and  Vegetable  Division, 
Consumer  and  Marketing  Service,  has 
proposed  that  oonsideraticm  be  given  to 
making  such  other  changes  in  the  mar¬ 
keting  agreements  and  orders  as  may  be 
necessary  to  make  the  oitire  provisions 


thereof  conform  with  any  amendments 
thereto  that  may  result  from  this  hear¬ 
ing. 

Ccydee  of  this  notice  of  hearing  may 
be  obtained  from  the  Fruit  and  Vege¬ 
table  Division,  Consumer  and  Market¬ 
ing  Service,  U.S.  Department  of  Agri¬ 
culture,  Washington,  D.C.  20250,  or  from 
M.  F.  Miller,  Fruit  and  Vegetable  Divi¬ 
sion,  Consumer  and  Marketing  Service, 
Post  OfDce  Box  9,  Lakeland,  Fla.  33802. 

Dated:  May  22, 1967. 

Clarkncx  H.  OnuuiD, 
Deputy  Administrator. 

Regulatory  Programs. 

[PJR.  Doc.  67^906;  PUed,  May  26,  1967; 

8:60  am.] 
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DEPARTMENT  OF  THE  TREASURY 

Fiscal  Servic* 

(Dept.  Circular  670,  1906  R«t.,  Supp.  No.  21] 

BENEFICIAL  FIRE  AND  CASUALTY 
INSURANCE  CO. 

Termination  of  Authority  To  Qualify 
as  Surety  on  Federal  Bonds 

Notice  Is  hereby  given  that  the  Cer¬ 
tificate  of  Authority  Issued  by  the  Sec¬ 
retary  of  the  Treasury  to  the  Beneficial 
Fire  and  Casualty  Insurance  Co.,  Los 
Angeles.  Calif.,  under  the  provisions  of 
the  Act  of  Congress  approved  July  30, 
1947  (6  UB.C.  6-13),  to  qualify  as  an 
acceptable  surety  on  recognizances,  stip¬ 
ulations.  bonds,  and  undertakings  per¬ 
mitted  or  required  by  the  laws  of  the 
United  States.  Is  hereby  terminated. 

The  Treasury  has  been  advised  that 
Beneficial  Fire  and  Casualty  Co.  changed 
Its  name  to  the  J.  C.  Penney  Insurance 
Co.  and  does  not  Intend  to  apply  for  a 
Certificate  of  Authority  under  that  name. 

Bond-approving  officers  of  the  Gov¬ 
ernment  should.  In  Instances  where  such 
action  Is  necessary,  secure  new  bonds 
with  acceptable  sureties  In  lieu  of  bonds 
executed  by  the  Beneficial  Fire  and 
Casualty  Insurance  Co. 

Dated:  May  22,  1967. 

[seal]  John  K.  Carlock, 

Fiscal  Assistant  Secretary. 

[P.R.  Doc.  67-68M:  FUed,  May  26,  1967; 
8:48  ajn.] 


DEPARTMENT  OF  AGRICULTURE 

Office  of  the  Secretary 
COLORADO 

Designation  of  Areas  for  Emergency 
Loans 

For  the  purpose  of  making  emergency 
loans  pursuant  to  section  321  of  the  Con¬ 
solidated  Farmers  Home  Administration 
Act  of  1961  (7  n.S.C.  1961),  It  has  been 
determined  that  In  the  hereinafter- 
named  coimties  In  the  State  of  Colorado 
natural  disasters  have  caused  a  need  for 
agricultural  credit  not  readily  available 
from  commercial  banks,  cooperative 
lending  agencies,  or  other  responsible 
sources. 

COLOKADO 

Cheyenne.  Kiowa. 

Pursuant  ,to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
In  the  above-named  counties  after  Jime 
30,  1968,  except  to  applicants  who  pre¬ 
viously  received  emergency  at  special 
livestock  loan  assistance  and  who  can 


Notices 


qualify  imder  established  policies  and 
procedures. 

Done  at  Washington,  D.C.,  this  23d 
day  at  May  1967. 

ORvn.LE  L.  Freeman, 

Secretary. 

[FB.  Doc.  67-eeiO;  FUed,  May  26,  1967; 
8:50  a.m.] 


NEW  JERSEY 

Extension  of  DesignaHon  of  Areas 
for  Emergency  Loans 

For  the  purpose  of  making  emer  jency 
loans  piHsuant  to  section  321  of  the  Con¬ 
solidated  Farmers  Home  Administration 
Act  of  1961  (7  U.S.C.  1961),  it  has  been 
determined  that  In  the  hereinafter- 
named  counties  In  the  State  of  New 
Jersey  natural  disasters  have  caused  a 
continuing  need  for  agricultural  credit 
to  peach  and  blueberry  growers  not 
readily  available  from  commercial  banks, 
cooperative  lending  agencies,  or  other 
responsible  sources. 

Original 

New  Jersey  designation 

Atlantic . . 31  F.R.  8082 

Olouoester  _ 31  FJl.  8082 

Pursuant  to  the  authority  set  forth 
above,  emergency  loans  will  not  be  made 
to  peach  and  blueberry  growers  In  the 
above-named  counties  after  June  30. 
1968,  except  to  those  who  apply  and  pre¬ 
viously  received  emergency  or  special 
livestock  loan  assistance  and  who  can 
qualify  imder  established  policies  and 
procedures. 

Done  at  Washington,  D.C.,  this  23d  day 
of  May  1967. 

Orville  L.  Freeman, 
Secretary. 

[F.R.  Doc.  67-5911;  FUed.  May  26,  1967; 

8:50  a.m.] 

DEPARTMENT  OF  HEALTH,  EDU¬ 
CATION,  AND  WELFARE 

Food  and  Drug  Administration 
CHEVRON  CHEMICAL  CO. 

Notice  of  Filing  of  Petition 
Regarding  Pesticides  ■ 

Pursuant  to  the  provisions  oi  the  Fed¬ 
eral  PV>od,  Drug,  and  Cosmetic  Act  (sec. 
408(d)(1),  68  Stat.  512;  21  UJ3.C.  346a 
(d)(1)),  notice  is  given  that  a  petition 
(PP  7P0579)  has  been  filed  by  Chevron 
Chemical  Co.,  Ortho  Division,  940  Hens¬ 
ley  Street,  Richmond,  Calif.  94801,  pro¬ 
posing  that  i  120.205  Paraquat;  toler¬ 
ances  lor  residues  be  amended  to 
provide  for  tolerances  for  paraquat  (1,1'- 
dlmethyl-4,4'-blpyridlnium)  residues  de¬ 


rived  from  the  application  of  the  dichlo- 
rlde  salt  (calculated  as  the  cation)  In  or 
on  cottonseed  and  potatoes  at  0.5  part 
per  million. 

The  analytical  method  proposed  In  the 
petition  for  determining  residues  of  the 
paraquat  is  Uiat  the  sample  Is  refluxed 
with  sulfuric  acid  to  free  the  paraquat 
catlcm  and,  after  cleanup  and  reduction 
with  sodium  dlthlonlte,  the  paraquat  Is 
determined  spectrophotometrlcally. 

Dated:  May  18.  1967. 

J.  K.  Kirk. 

Associate  Commissionet 
tor  Compliance. 

{FB.  Doc.  67-5878;  Filed,  May  25,  1967; 

8:48  ajn.] 


ATOMIC  ENERGY  COMMISSION 

JOSEPH  M.  HENDRIE 
Certification 

Pursuant  to  section  205,  Title  18  UB.C. 
(P.L.  87-849,  76  Stat.  1124),  I  certify 
that  the  national  interest  requires  that 
Dr.  Joseph  M.  Hendrle,  an  employee  of 
the  Brookhaven  National  Laboratory  (a 
Government-owned  laboratory  operated 
for  the  Atomic  Energy  Commission  by 
Associated  Universities.  Inc.)  and  a 
member  of  the  Atomic  Energy  Commis¬ 
sion’s  Advisory  Committee  on  Reactor 
Safeguards  (ACHIS) ,  be  permitted  to  act 
as  agent  for  the  laboratory  In  the  per¬ 
formance  of  work  under  the  contract 
(including  amendments  and  extensions 
thereof)  between  Associated  Universities, 
Inc.,  and  the  Atomic  Ekiergy  Commission 
for  the  operation  of  the  Brookhaven  Na¬ 
tional  Laboratory:  Provided,  however. 
That  this  exemption  from  sections  203 
and  205  of  Title  18  U.S.C.  shall  not  per¬ 
mit  Dr.  Hendrle  to  act  as  agent  for  the 
laboratory  in  dealing  with  the  Commis¬ 
sion’s  Regulatory  Staff  or  the  AC7RS  In 
any  particular  matter  Involving  the  labo¬ 
ratory  (1)  in  which  he  has  at  any  time 
participated  personally  and  substantially 
as  a  member  of  the  ACRS,  or  (2)  which 
is  pending  before  the  AC7RS. 

This  certification  Is  directed  to  be  pub¬ 
lished  in  the  Federal  Register. 

Dated:  May  19, 1967. 

R.  E.  Hollingsworth, 
General  Manager. 

[F.R.  Doc.  67-5836;  Filed,  May  26,  1967; 

8:45ajn.] 


WILLIAM  R.  STRATTON 
Certification 

Pursuant  to  section  205,  ’Title  18  UJ3.C. 
(Pli.  87-849, 76  Stat.  1124) .  I  certify  that 
the  national  Interest  requires  that  Dr. 
William  R.  Stratton,  an  employee  of  the 
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Los  Alamos  Scientific  Laboratory  (a 
Government-owned  laboratory  operated 
for  the  AUHnic  Energy  Commission  by 
the  University  of  California)  and  a 
member  of  the  Atcanlc  Energy  Com¬ 
mission’s  Advisory  Committee  on  Re¬ 
actor  Safeguards  (ACRS).  be  per¬ 
mitted  to  act  as  agent  for  the  labora¬ 
tory  in  Uie  performance  of  work  tmder 
the  contract  (including  amendments  and 
extensions  thereof)  between  the  tmiver- 
sity  and  the  Atomic  Energy  Commission 
for  the  operation  of  the  Los  Alamos  Sci¬ 
entific  Laboratory:  Provided,  however. 
That  this  exemption  from  sections  203 
and  205  of  Title  18  UJS.C.  shall  not  per¬ 
mit  Dr.  Stratton  to  act  as  agent  for  the 
laboratory  In  dealing  with  the  Commis¬ 
sion’s  Regulatory  Staff  or  the  ACRS  in 
any  particular  matter  involving  the  labo¬ 
ratory  (1)  in  which  he  has  at  any  time 
participated  iiersonally  and  substantially 
as  a  member  of  the  ACRS.  or  (2)  which 
is  pending  before  the  ACHIS. 

’This  certification  is  directed  to  be  pub¬ 
lished  in  the  Fedkral  Register. 

Dated:  May  19. 1967. 

R.  E.  Hollingsworth. 

General  Manager. 

[FJl.  ,Doc.  67-5837;  Piled,  May  25,  1967; 

8:45  am.] 


[Docket  No.  50-280] 

METROPOLITAN  EDISON  CO. 

Notice  of  Receipt  of  Application  for 

Construction  Permit  and  Facility 

License 

The  Metn^litan  Edison  Co..  Post 
Office  Box  542,  Reading,  Pa.  19603,  has 
filed  an  application,  dated  May  1,  1967, 
pursuant  to  secticm  104(b)  of  the  Atomic 
Energy  Act  of  1954,  as  amended,  for  au¬ 
thorization  to  construct  and  operate  a 
pressurized  water  nuclear  power  reactor 
at  its  site  on  Three  Mile  Island,  an  island 
in  the  Susquehanna  River,  In  London¬ 
derry  Township,  Dauphin  County,  Pa., 
approximately  10  miles  southeast  of 
Harrisburg,  Pa. 

The  pr(HX>sed  nuclear  powerplant,  des¬ 
ignated  by  the  applicant  as  the  Three 
Mile  Island  Nuclear  Station,  Unit  1.  Is 
designed  for  initial  operation  at  2,452 
megawatts  thermal  with  a  net  electrical 
output  of  845  megawatts. 

A  copy  of  the  application  Is  available 
for  public  inspection  at  the  Commission’s 
Public  Document  Room,  1717  H  Street 
NW.,  Washington,  D.C. 

Dated  at  Bethesda,  Md.,  this  17th  day 
of  May  1967. 

For  the  Atomic  Energy  CcHnmission. 

Peter  A.  Morris, 

Director. 

Division  of  Reactor  Licensing. 

|FR.  Doc.  67-5838;  FUed,  May  25,  1967; 

8:46  am.] 


Civil  AERONAUTICS  BOARD 

(Docket  No.  18549] 

AIR  NEW  ZEALAND,  LTD. 

Notice  of  Prehearing  Conference 

Application  for  amendment  of  its  for¬ 
eign  air  carrier  permit  to  engage  in  for¬ 
eign  air  transportation  with  respect  to 
persons,  property,  and  mail  over  the  fol¬ 
lowing  route:  “Between  a  point  or  points 
in  New  Zealand,  the  intermediate  points 
the  Cook  Islands  and  the  Society  I^ands 
and  the  terminal  point  Los  Angeles 
((Tallfomia) 

Notice  is  hereby  given  that  a  prehear¬ 
ing  conference  on  the  above-entitled  ap¬ 
plication  is  assigned  to  be  held  on  May 
31,  1967,  at  10  am.,  e.d.s.t.,  in  Room  911, 
Universal  Building,  1825  (Connecticut 
Avoiue  NW.,  Washington,  D.C.,  before 
Examiner  Richard  A.  Walsh. 

Dated  at  Washington,  D.C.,  May  22.‘ 
1967. 

[seal]  Francis  W.  Brown, 

Chief  Examiner. 

(F.R.  Doc.  67-5886;  FUed,  May  25,  1967; 

8:48  am.] 


[Docket  No.  18579;  Order  E-25173] 

DALLAS/FORT  WORTH-PHOENIX 
NONSTOP  CASE 

Order  Instituting  Investigation 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C., 
on  the  16th  day  of  May  1967. 

The  Board  has  determined  to  investi¬ 
gate  the  service  needs  of  various  mar¬ 
kets  in  the  same  geographic  area  covered 
by  the  Southern  Tier  Competitive  Non¬ 
stop  Investigation,  Docket  18257.'  Among 
these  is  Dallas/Port  Worth-Phoenix  and 
we  have  decided,  for  the  reasons  set 
forth  hereinafter,  to  institute  an  investi¬ 
gation  to  be  called  the  Dallas/Fort 
Worth-Phoenix  Nonstop  Case  to  deter¬ 
mine  the  need  for  competitive  nonstop 
service  in  this  market. 

The  Dallas/Port  Worth-Phoenix  mar¬ 
ket  is  served  by  one  carrier,  American 
Airlines,  Inc.,  and  in  1966  generated 
about  200  local  and  connecting  passen¬ 
gers  a  day.*  Because  all  flights  are  part 
of  long-haul  services,  it  would  api>ear 
that  additional  flow  traffic  moves  on 
flights  operating  between  these  cities. 
The  present  investigation  will  determine 
whether  local  passengers  in  the  Dallas/ 
Port  Worth-Phoenix  market  are  being 
provided  with  an  adequate  volume  of 
capacity  in  the  light  of  the  long-haul 
tn^c  moving  on  existing  flights,  and 
whether  comc>etitive  authorizations  are 
required  in  order  to  provide  passengers 
in  the  local  market  with  schedules  spe¬ 
cifically  designed  for  the  convenience  of 
local  traffic. 


^  See  Order  E-24847,  adopted  Mar.  10,  1967, 
particularly  page  3,  footnote  3. 

•  Estimated  from  traffic  complied  in  Ckxn- 
petltlon  Among  Domestic  Air  Carriers,  first 
two  quarters  of  1966,  annualised. 


In  order  to  assure  that  the  proceeding 
is  focused  on  the  needs  of  the  local  mar¬ 
ket,  and  that  any  awards  will  primarily 
benefit  the  local  market,  we  will  impose 
the  following  pretrial  restrictions:  (i) 
That  any  authority  granted  in  this  pro¬ 
ceeding  shall  be  in  the  form  of  a  separate 
segment;  and  (2)  that  single-plane  serv¬ 
ice  beyond  Dallas/Fort  Worth  shall  not 
be  permitted. 

Interested  applicants  are  requested  to 
file  new  applications  in  conformity  with 
the  scope  of  Uils  proceeding  within  the 
time  for  filing  hereinafter  established. 

Accordingly,  it  is  ordered,  TTiat: 

1.  An  investigation  designated  the  Dal¬ 
las/Port  Worth-Phoenix  Nonstop  Case, 
be  and  it  hereby  is  instituted  in  Docket 
18579  pursuant  to  sections  204(a)  and 
401(g)  of  the  Federal  Aviation  Act  of 
1958,  as  amended,  to  determine  whether 
the  public  convenience  and  necessity  re¬ 
quire  the  alteration,  amendment,  or 
modification  of  carrier  authorizations  so 
as  to  authorize  competitive  nonstop 
service  in  the  Dallas/FCrt  Worth-Phoe¬ 
nix  market; 

2.  In  the  event  a  carrier  Is  awarded 
certificate  authority  in  the  market  at  is¬ 
sue  and  such  carrier  Is  not  presently  au¬ 
thorized  to  provide  service  in  the  mar¬ 
ket,  the  new  authority  will  be  granted  in 
the  form  of  a  separate  segment  to  the 
carrier’s  existing  certificate; 

3.  The  issues  of  this  proceeding  shall 
be  subject  to  the  pretrial  restriction  that 
flights  may  not  be  operated  as  single¬ 
plane  services  beyond  Dallas/Port  Worth 
under  any  new  authority  awarded 
herein; 

4.  Motions  to  consolidate,  applica¬ 
tions,  motions,  or  petitions  seeking  modi¬ 
fication  or  reconsideration  of  this  order 
and  petitions  for  leave  to  intervene,  be 
filed  no  later  than  20  days  after  the  date 
of  service  of  this  order  and  that  an¬ 
swers  to  such  pleadings  be  filed  no  later 
than  10  days  thereafter; 

5.  This  proceeding  shall  be  set  down 
for  hearing  before  an  Examiner  of  the 
Board  at  a  time  and  place  hereafter  des¬ 
ignated  ;  and 

6.  A  copy  of  this  order  be  served  upon  ’ 
all  carriers  authorized  to  serve  Dallas 
and  Port  Worth,  Tex.,  and  Phoenix, 
Ariz.,  as  well  as  upon  such  cities. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Chvll  Aeronautics  Board. 

[seal]  Harold  R.  Sanderson, 
Secretary. 

[FJl.  Doc.  67-6887;  Filed,  May  26,  1967; 

8:48  am.] 


[Docket  No.  16356  etc.] 

NORTHEAST-BAHAMAS  SERVICE 
CASE 

Notice  of  Oral  Argument 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviaticai  Act 
of  1958,  as  amended,  that  oral  argument 
on  the  above-entitled  case  is  assigned  for 
June  20, 1967,  at  10  ajn.,  e.djs.t..  in  Room 
1027,  Universal  Building,  1825  Connecti- 
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cut  Avenue  NW.,  Washington,  D.C.,  be¬ 
fore  the  Board. 

Dated  at  Washington,  D.C.,  May  22, 
1967. 

[seal]  Francis  W.  Brown,, 

Chief  Examiner. 

IFJt.  Doc.  67-6888;  Piled,  Ifoy  88,  1067; 
8:40  Rjn.] 


[Docket  No.  18374] 

REOPENED  AEROVIAS  SUD 
AMERICANA  CASE 

Notice  of  Prehearing  Conference 

Notice  Is  hereby  given  that  a  prehear¬ 
ing  conference  In  the  above-entitled 
matter  Is  assigned  to  be  held  on  June  13, 
1967,  at  10  am.,  e.d.s.t.,  in  Room  211, 
Universal  Building,  1825  Connecticut 
Avenue  NW.,  Washington.  D.C.,  before 
Associate  Chief  Examiner  Thomas  L. 
Wrenn. 

In  order  to  facilitate  the  conduct  of  the 
conference.  Interested  parties  are  In¬ 
structed  to  submit  on  or  before  June  7, 
1967:  (1)  Proposed  statements  of  Issues; 
(2)  proposed  stipulations;  (3)  requests 
for  Information;  (4)  statements  of  posi¬ 
tions  of  parties;  and  (5)  proposed  pro¬ 
cedural  dates.  . 

Dated  at  Washington,  D.C.,  May  22, 
1967. 

[seal!  Francis  W.  Brown, 

Chief  Examiner. 

[FN.  Doc.  67-6880:  Plied,  May  26,  1067; 

8:40  aju.] 


[Docket  No.  16323  jetc.] 

SERVICE  MAIL  RATES  FOR 
HELICOPTER  OPERATORS 

Notice  of  Hearing 

Notice  Is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  1958,  as  amended,  that  a  hearing  In 


the  above-entitled  proceeding  will  be 
hdd  on  June  26,  1967,  at  10  a.m.,  e.d.s.t.. 
In  Room  726,  Universal  Building,  1825 
Oonnecticut  Avenue  NW.,  Washington. 
D.C.,  before  the  undersigned  examiner. 

For  Information  concerning  the  Issues 
Involved  and  other  details  In  this  pro¬ 
ceeding,  Interested  persons  are  referred 
to  the  prehearing  conference  report 
served  on  December  2,  1966,  and  other 
documents  which  are  in  the  docket  of  this 
proceeding  on  file  In  the  Docket  Section 
of  the  Civil  Aeronautics  Board. 

Dated  at  Washington,  D.C.,  May  22, 
1967. 

'[seal]  Milton  H.  Shapiro, 

Hearing  Examiner. 

[PJt.  Doc.  67-6800;  PUed.  May  25.  1067; 

8:40  ajn.] 


[Docket  No.  18304] 

AIR  INDIA 
Notice  of  Hearing 

Notice  hereby  is  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act 
of  1958,  as  amended,  that  a  hearing  in 
the  above-entitle<F  proceeding  will  be 
held  on  Jime  2. 1967,  at  10  a.m..  In  Room 
211,  Universal  Building,  1825  Connecti¬ 
cut  Avenue  NW.,  Washington,  D.C. 

For  information  concerning  the  issues 
Involved  and  other  details  in  this  pro¬ 
ceeding,  interested  persons  are  referred 
to  the  prehearing  conference  report 
served  on  April  27, 1967,  and  other  docu- 
'ments  which  are  in  the  docket  of  this 
proceeding  on  file  in  the  Docket  Section 
of  the  Civil  Aeronautics  Board. 

Dated  at  Washington,  D.C.,  May  23, 
1967. 

[seal]  Herbert  K.  Bryan, 

Hearing  Examiner. 

[P.R.  Doc.  67-6047:  PUed.  May  25,  1067; 

8:51  ajn.] 


CIVIL  SERVICE  COMMISSION 

NURSES,  GALVESTON,  TEX. 

Notice  of  Adjustment  of  Minimum  Rates  and  Rate  Ranges 

Under  authority  of  5  UB.C.  5303  and  Executive  Order  11073,  the  Civil  Service 
Commission  has  Increased  the  minimum  rates  and  rate  ranges  for  positions  of  Nurse, 
OS-610-4,  5.  6,  and  7,  and  Public  Health  Nurse,  GS-^IO-A,  5,  6,  and  7.  The  revised 
rate  ranges  are: 

Per  Annum  Rates 


Grade 

11 

2 

$ 

4 

6 

6 

7 

8 

0 

10 

Q8-4 _ 

$8,418 

$6,678 

$8,736 

$^808 

$6,066 

$6,216 

$6,878 

$6,686 

$6,606 

$8,886 

G8-8 _ 

6,880 

6,088 

6,211 

6,887 

6,663 

6,730 

A  016 

7,001 

7,267 

7,443 

08-« _  . 

8,263 

6;  481 

8,680 

6,887 

7,068 

7,283 

7,461 

7,640 

7,847 

8;048 

G8-7 _  _ _ 

8,684 

6,877 

7,000 

7,303 

7,816 

7,720 

7,042 

8;i66 

8;  368 

8;  881 

■  Corraspondini  statatory  rates:  QS-4— Fifth;  08-5— Fourth;  GS-4— Third;  OS-7— Second. 


Geographic  coverage  Is  Galveston,  Tex. 
The  effective  date  will  be  the  first  day 
of  the  first  pay  period  beginning  <m  or 
after  May  21, 1967. 


All  new  employees  In  the  specified  oc¬ 
cupational  levels  will  be  hired  at  the  new 
minimum  rate. 

As  of  the  effective  date,  all  agencies 
will  process  a  pay  adjustment  to  Increase 


the  pay  of  employees  on  the  rolls  In  the 
affected  occupational  levels.  An  em¬ 
ployee  who  Immediately  prior  to  the 
effective  date  was  receiving  basic  com¬ 
pensation  at  one  of  the  rates  of  the 
statutory  rate  range  shall  receive  basic 
compensation  at  the  corresponding 
numbered  rate  authorized  by  this  notice 
on  and  after  such  date.  The  pay  adjust¬ 
ment  will  not  be  considered  an  equiv¬ 
alent  Increase  within  the  meaning  of  5 
U.S.C.  5335. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 

[PR.  Doc.  67-5870;  PUed.  May  26,  1067; 

8:48  a.m.] 


CONTRACT  SPECIALIST,  AGENCY  FOR 
INTERNATIONAL  DEVELOPMENT 

Notice  of  Manpower  Shortage 

Under  the  provlskms  of  5  UB.C.  5723, 
the  Civil  Service  Commission  has  found, 
effective  April  14,  1967,  that  there  Is  a 
manpower  shortage  for  the  single  posi¬ 
tion  of  Contract  Specialist,  OS-1 102-12, 
Agency  for  International  Development, 
Washington,  D.C.  This  finding  will  ter¬ 
minate  when  the  position  Is  filled. 

An  appointee  to  this  position  may  be 
paid  for  the  expense  of  travel  and  trans¬ 
portation  to  the  first  post  of  duty. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 

[P.R.  Doc.  67-5880:  PUed.  May  25,  1067; 

8:48  ajn.] 


BUSINESS  RELOCATION  OFFICER,  DIS¬ 
TRICT  OF  COLUMBIA  REDEVELOP¬ 
MENT  LAND  AGENCY 

Notice  of  Manpower  Shortage 

Under  the  provisions  of  5  U.S.C.  5723, 
the  Civil  Service  CcHnmisslon  has  found, 
effective  May  11,  1967,  that  there  Is  a 
manpower  shortage  for  the  single  posi¬ 
tion  of  Business  Relocation  OfiBcer,  QS- 
1101-12,  District  of  Columbia  Redevelop¬ 
ment  Land  Agency,  Washington,  D.C. 
This  finding  will  terminate  when  the 
position  is  filled. 

An  appointee  to  this  position  may  be 
paid  for  the  expense  of  travel  and  trans¬ 
portation  to  the  first  post  of  duty. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 

[PR.  Doc.  67-6881;  PUed,  May  26.  1067; 

8:48  aj&.] 


EDUCATION  SPECIALIST,  BUREAU  OF 
INDIAN  AFFAIRS 

Notice  of  Manpower  Shortage 

Under  the  provisions  of  5  U.S.C.  5723, 
the  Civil  Service  Cmnmlssion  has  found. 
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effectiTe  May  17.  1967,  that  there  is  a 
manpower  shortage  for  positions  of  Edu¬ 
cation  Specialist  (all  options)  OS-1710- 
12/15,  Bureau  of  Indian  Affairs,  Depart¬ 
ment  of  Interior,  Washington,  D.C. 

Appointees  to  these  positions  may  be 
paid  for  the  expense  of  travel  and  trans- 
pcHtation  to  the  first  post  of  duty. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Sprt, 

Executive  Assistant  to 
the  Commissioners. 

|PJl.  Doc.  87-5882:  PUed,  May  26.  1967; 
8:48  ajn.] 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  17878;  PCC  67M-8S31 

CABLE  VISION,  INC. 

Order  Regarding  Procedural  Dates 

In  re  petition  by  Cable  Vision,  Inc., 
Lewiston  and  Auburn,  Maine,  Docket  No. 
17378,  Pile  No.  CATV  100-20;  for  author¬ 
ity  pursuant  to  S  74.1107  of  the  rules  to 
operate  CATV  systons  in  the  Portland- 
Poland  Spring  television  market. 

At  a  prehearing  conference  held  today 
it  was  agreed  by  all  parties  that  the  fol¬ 
lowing  calendar  of  events  shall  govern 
the  future  course  of  this  proceeding: 

June  19.  1967 — On  or  before  this  date 
Cable  Vision  will  exchange  with  the  other 
parties  that  part  of  Its  direct  presentation 
which  It  Intends  to  tender  Into  evidence  In 
written  form; 

July  14,  1967 — On  or  before  this  date  other 
parties  will  advise  Cable  Vision  of  those  wit¬ 
nesses  they  desire  to  have  present  at  hearing 
and  available  for  cross-examination; 

July  24 — Bearing — Continued  from  June 
19. 1967. 

So  Ordered. 

Issued;  May  18.  1967. 

Released:  May  22,  1967. 

Federal  Communications 
Commission, 

[seal]  BenF.Waple, 

•Secretary. 

(PB.  Doe.  67-6882;  PUed,  May  25,  1967; 
8:48  am.] 


[Docket  Nos.  17444. 17446;  PCC  67-697] 

J.  W.  FURR  AND  JAMES  W. 
EATHERTON 

Memorandum  Opinion  and  Order 
Designating  Applications  for  Con¬ 
solidated  Hearing  on  Stated  Issues 

In  re  applications  of  J.  W.  Furr 
(WMBC),  Macon,  Miss.,  Docket  No. 
17444,  PUe  No.  BP-16794;  Has:  1400  kc. 
250  w,  1  kw-LS,  U.  Class  TV,  Requests; 
1400  kc,  250  w,  U,  Cohimbns,  Miss.;  James 
W.  Eatherton,  Macon,  Miss.,  Docket  No. 
17445,  FUe  No.  BP-17085;  Requests:  1400 
kc.  250  w,  U.  Class  IV;  for  construction 
pennits. 


1.  The  Commission  has  before  it  for 
consideration  (a)  the  above-captioned 
applications;  (b)  a  petition '  by  Furr  di¬ 
rected  against  the  Eatherton  application; 
and  (c)  pleadings  in  opposition  and  reply 
thereto. 

2.  In  the  aforementioned  petition,  Furr 
states  that,  since  his  proposal  to  move 
WMBC  is  an  application  for  modification 
of  license  rather  than  an  application  for 
a  new  station,  it  is  not  subject  to  attack 
by  competing  applicants.  For  the  reasons 
stated  below,  the  Commission  disagrees. 

3.  The  license  for  Station  WMBC  was 
last  renewed  on  February  26,  1965,  for  a 
term  ending  June  1.  1967.  Beginning  on 
May  15.  1965,  the  Commission  granted  a 
series  of  requests  by  the  station  to  remain 
silent.  On  June  S.  1065,  Furr  filed  his  ap¬ 
plication  to  move  WMBC  approximately 
30  miles  to  Columbus.*  This  application 
was  stccepted  for  filing  on  December  9. 
1965,  as  of  the  date  of  tender,  June  8, 
1965.  It  was  assigned  a  “cut-off”  date  of 
JanusuT  20,  1966.  The  Eatherton  appli¬ 
cation  for  Macon  was  tendered  for  fi^g 
on  January  18,  1966,  and,  by  virtue  of 
prohibited  overlap  of  contours  as  defined 
in  §  73.37(a)  of  the  Commission's  rules, 
is  mutually  exclusive  with  the  Furr  appli¬ 
cation  for  Ocfiumbus.* 

4.  On  March  27.  1967,  J,  W.  Furr  ten¬ 
dered  an  application  for  the  renewal  of 
license  of  StatkKi  WMBC,  Mactm.  How¬ 
ever,  on  March  1,  1967,  when  this  re¬ 
newal  application  was  due  under  the 
rules,  the  question  of  acceptability  of  the 
Eatherton  application  for  Macon  became 
moot,  because  the  law  is  clear  that  at 
renewal  time  competing  applications 
must  be  entertained.*  However,  we  be¬ 
lieve  that  it  is  equally  clear  that  Furr’s 
argument  that  the  Eatherton  application 
could  not  be  filed  as  against  his  appli¬ 
cation  to  change  station  location  from 
Macon  to  Columbus  is  without  merit. 
Furr,  immediately  after  accepting  re¬ 
newal  of  his  license  for  Macon  and  then 
ceasing  operation  of  WMBC,  filed  an 
application  proposing  to  move  that  sta¬ 
tion,  the  community’s  only  radio  station, 
to  another  community  30  miles  away. 
At  the  same  time,  he  opposed  the  Elather- 
ton  application  on  the  technical  ground 
that  since  he  held  a  license  for  a  radio 
station  in  Macon  on  the  frequency,  a 
competing  application  could  not  be 
entertained  by  the  (Commission.  Furr  is 
arguing,  in  effect,  that  so  long  as  be 


*  Entitled  "Petition  To  Return  The  Appli¬ 
cation  of  Jamee  W.  Eatherton  For  Macon, 
Mias.,  Aa  Not  Acceptable  For  Filing  Or  In  The 
Alternative  To  Designate  Immediately  The 
Application  Fm*  Hearing  Along  With  The 
Application  of  Station  WMBC  (BP-ie794)’’. 

>  Columbus,  population  24,771,  has  one  tele¬ 
vision  and  two  AM  stations.  Macon,  popula¬ 
tion  2,432.  has  one  AM  station. 

'Hie  Eatherton  application  was  also  tech¬ 
nically  In  violation  of  {  lA16(c)  of  the  rules, 
which  provides  that  "an  application  for  ocm- 
structlon  permit  for  a  new  broadcast  station, 
the  facilities  for  which  are  spedfled  in  an 
outstanding  construction  permit,  will  not  be 
accepted  for  flllng."  However,  as  will  be  seen 
hereinafter,  this  rule  Is  not  applicable  In  the 
ctreumstanoee  of  this  case. 

*  United  Skoadoastlng  Oo..  Xne.,  5  RR  2d  687. 


retains  a  license  for  a  ra<Uo  station  in 
MsM»n,  he  can  file  an  application  to 
chsmge  station  location  without  opening 
himself  to  competing  applications.  We 
disagree.  When  a  licensee  attempts  to 
move  his  station  from  one  community 
to  another,  he  opens  the  door  to  com¬ 
peting  applications,  either  for  the  new 
community  or  the  old,  and  we  will  accept 
competing  applications  for  either,  or,  for 
that  matter,  for  a  third  community.  To 
hold  otherwise  would  be  to  ignore  the 
mandate  of  section  307(b)  of  the  Act  to 
effect  a  fair,  efiScient,  and  equitable  allo¬ 
cation  of  frequencies  throughout  the 
country.  This  must  always  be  our  pri¬ 
mary  concern,  and  when  that  concern 
conflicts  with  the  technicalities  of  our 
rules,  our  rules  must,  of  course,  yield. 

5.  We  wish  to  point  out  that  our  ac¬ 
ceptance  of  the  Eatherton  application 
and  its  designation  for  hearing  under 
section  307(b)  with  the  Furr  application 
for  Columbus  in  no  way  modifies  the 
terms  of  Furr’s  existing  license,  since  he 
retains  the  right  to  operate  WMBC  in 
Macon  for  the  remainder  of  his  license 
period.* 

6.  Examination  of  the  financial  por¬ 
tion  of  the  applications  discloses  that 
both  applicants  have  failed  to  establish 
their  financial  qualifications.  Ordinarily, 
the  Commission  would  point  out  in  detail 
the  various  deficiencies  that  exist  and 
frame  the  issue  with  specific  references 
to  those  deficiencies.  However,  in  this 
particular  instance  the  financial  show¬ 
ings  are  so  poor  that  it  will  be  necessary 
for  both  applicants  to  completely  revise 
section  in  of  the  application.  For  that 
reason  we  will  phrase  the  financial  issue 
in  general  terms  and  grant  leave  to  the 
parties  to  amend  their  applications  after 
designation. 

7.  Exc^t  as  indicated  by  the  Issues 
specified  telow,  the  applicants  are  quali¬ 
fied  to  construct,  own,  and  operate  as 
proposed.  However,  since  the  applica¬ 
tions  are  mutually  exclusive,  they  must 
be  designated  for  hearing  in  a  consoli¬ 
dated  proceeding  on  the  issues  specified 
below: 

It  is  ordered.  That,  pursuant  to  sec- 
ti<m  309(e)  of  the  Communications  Act 
of  1934,  as  amended,  the  applications  are 
designated  fcH:  hearing  in  a  consolidated 
proceeding,  at  a  time  and  pl8u:e  to  be 
specified  in  a  subsequent  order,  upon  the 
following  issues: 

1.  To  determine  the  areas  and  pecula¬ 
tions  which  would  receive  primary  serv¬ 
ice  from  the  proposal  of  James  W. 
Eatherton  and  the  availability  of  other 
primary  service  to  such  areas  and  popu¬ 
lations. 

2.  To  determine  the  areas  and  popu¬ 
lations  which  may  be  expected  to  gain 
or  lose  primary  service  from  the  proposed 
operation  ot  Station  WMBC  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

3.  To  detemitne  whether  James  W. 
Eatherton  is  financially  qualified. 


•Fon'a  tendered  application  for  renewal 
at  Uceiwe  haa  been  returned  as  aubetantUlly 
Incomplete.  On  June  1,  1987.  Fuirb  Uoenae 
for  WMBC  will  expire  by  Ita  own  terms. 
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4.  TO  determine  whether  J.  W.  Furr  is 
financially  qualified. 

5.  To  determine,  in  the  light  of  section 
307(b)  of  the  Communications  Act  of 
1934,  as  amended,  which  of  the  proposals 
would  better  provide  a  fair,  efficient,  and 
equitable  distribution  of  radio  service. 

6.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore¬ 
going  issues  which,  if  either,  of  the  appli¬ 
cations  should  be  granted. 

It  is  further  ordered.  That  the  petition 
by  J.  W.  Purr  is  granted  to  the  extent 
Indicated  above  and  is  denied  in  sdl  other 
respects. 

It  is  further  ordered.  That,  in  the  event 
of  a  grant  of  the  application  of  J.  W. 
Furr,  the  construction  permit  shall  con¬ 
tain  the  following  condition: 

Permittee  shall  assume  responsibility 
for  the  elimination  of  Interference  due 
to  external  cross-modulation  and  for  the 
installation  and  adjustment  of  filter  cir¬ 
cuits  or  other  equipment  in  the  antenna 
systems  of  the  proposed  operation  and  of 
Station  WACR  or  any  other  station 
which  may  be  necessary,  to  prevent  ad¬ 
verse  effects  due  to  internal  cross- 
modulation  and  reradiation.  In  addition, 
field  observations  shall  be  made  to  deter¬ 
mine  whether  spurious  emissions  exist, 
and  any  objectionable  interference  prob¬ 
lems  resulting  therefrom  shall  be  elimi¬ 
nated. 

It  is  further  ordered.  That,  in  the  event 
of  a  grant  of  either  of  these  applications, 
the  construction  permit  shall  contain  the 
following  condition: 

Permittee  shall  accept  such  interfer¬ 
ence  as  may  be  imposed  by  other  exist¬ 
ing  250  watt  Class  IV  stations  in  the 
event  they  are  subsequent^  authorized 
to  increase  power  to  1,000  vvatts. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  herein,  pursuant  to 
§  1.221(c)  of  the  Commission’s  rules,  in 
person  or  by  attorney,  shall,  within  20 
days  of  the  mailing  of  this  order,  file 
with  the  Commis^on  in  triplicate,  a 
written  appearance  stating  an  intention 
to  appear  on  the  date  fixed  for  the  hear¬ 
ing  and  present  evidence  on  Uie  issues 
specified  in  this  order. 

It  is  further  ordered.  That,  the  appli¬ 
cants  herein  shall,  pursuant  to  section 
311(a)  (2)  of  the  Communications  Act  of 
1934,  as  amended,  and  8  1.594  of  the 
Commission’s  rules,  give  notice  of  the 
hearing,  either  individually  or,  if  feasible 
and  consistent  with  the  rules.  Jointly, 
within  the  time  and  in  the  manner  pre¬ 
scribed  in  such  rule,  and  shall  advise  the 
Conunlssion  of  the  publication  of  such 
notice  as  required  by  f  l.S94(g)  of  the 
rules. 

Adopted:  May  17, 1967, 

Released:  May  23, 1967. 

Fxderal  CoionnvicATioNS 
Commission,* 

[seal]  Ben  P.  Waple. 

Secretary. 

(Fit.  Doc.  67-6808;  PUed,  May  36,  1067; 
8:40  ajn.] 


•  Oommlaalonen  Bartley  and  Loevlnger 
absent. 


[Docket  Noe.  17431, 17433;  FCC  67M-888] 

INDUSTRIAL  COMMUNICATIONS 
SYSTEMS,  INC. 

Order  Scheduling  Hearing 

In  re  applications  of  Industrial  Com¬ 
munications  Systems,  Inc.,  for  a  con¬ 
struction  permit  to  establl^  a  new  sta¬ 
tion  in  the  domestic  public  point-to- 
point  microwave  radio  service  at  Los 
Angeles,  Calif.,  Docket  No.  17431,  File 
No.  5444-C1-P-66;  for  a  construction 
permit  to  establish  a  new  station  in  the 
domestic  public  point-to-point  micro- 
wave  radio  service  at  Santiago  Peak. 
CaUf.,  Docket  No.  17432,  File  No.  5445- 
Cl-P-66. 

It  is  ordered.  That  Herbert  Sharfman 
shall  serve  as  Presiding  Officer  in  the 
above-entitled  proceeding;  that  the 
hearings  therein  shall  be  convened  on 
July  10, 1967,  at  10  am.;  and  that  a  pre- 
hearing  conference  shall  be  held  on  Jime 
13,  1967,  commencing  at  9  am.;  And.  it 
is  further  ordered.  'That  all  proceedings 
shall  take  place  in  the  offices  of  the 
Commission,  Washington,  D.C. 

Issued:  May  16, 1967. 

Released:  May  23. 1967. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Secretary. 

IF.R.  Doc.  67-6894;  FUed,  May  36,  1967; 
8:49  s.m.] 


[Docket  Noe.  17178-17180;  F(X3  67M-836] 

LAWRENCE  COUNTY  BROADCASTING 
CORP.  ET  AL. 

Order  ConHnuing  Hearing 

In  re  applications  of  Lawrence  Coimty 
Broadcasting  Corp.,  New  Castle,  Pa., 
Docket  No.  17178,  File  No.  BP-16602; 
Brownsville  Radio  Inc.,  Brownsville,  Pa., 
Docket  No.  17179,  PUe  No.  BP-16648; 
Shawnee  Broadcasting  Co.,  Allqulppa, 
Pa.,  Docket  No.  17180,  File  No.  BP-16880; 
for  construction  permits. 

The  Hesulng  Examiner  having  under 
consideration  the  “Broadcast  Bureau’s 
Petition  for  Continuance  of  Hearing” 
filed  on  May  15. 1967,  requesting  that  the 
hearing  presently  scheduled  for  June  27. 
1967  (the  petition  inadvertently  alludes 
to  Jime  26,  1967)  be  continued  to  July 
6. 1967; 

It  appearing,  that  counsel  for  all 
parties  have  consented  to  a  grant  of  this 
petition  and  to  waiver  of  the  Commis¬ 
sion’s  rules  to  permit  immediate  con¬ 
sideration  thereof;  and 

It  further  appearing,  that  good  cause 
has  been  shown  for  a  grant  of  the  re¬ 
quested  relief; 

It  is  ordered.  That  the  aforesaid  peti¬ 
tion  for  continuance,  be,  and  the  same  is, 
hereby  granted,  and  that  the  hearing 
presently  scheduled  for  June  27,  1967, 
be  continued  to  July  6. 1967,  at  10  am. 


Issued:  May  18. 1967. 

Released:  May  23. 1967. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Secretary. 

[F.R.  Doc.  67-6896;  Filed,  May  25,  1967; 
8:49  a.m.] 


[Docket  Noe.  17464,  17455;  FCC  67-807] 

NEW  YORK  UNIVERSITY  AND  FAIR- 

LEIGH  DICKINSON  UNIVERSITY 

Memorandum  Opinion  and  Order 

Designating  Applications  for  Con¬ 
solidated  Hearing  on  Stated  Issues 

In  re  applications  of  New  York  Uni¬ 
versity,  New  York,  N.Y.,  Docket  No. 
17454,  FUe  No.  BPED-742;  Requests:  89.1 
me.  No.  206  ;  8.3  kw(H) ;  7.7  kw(V) ;  220 
ft.;  Pairlelgh  Dickinson  University,  Tea- 
neck.  N.J.,  Docket  No.  17455,  File  No. 
BPED-751;  Requests:  89.1  me.  No.  206; 
550  w(H) ;  550  w(V) ;  500  ft.;  for  con¬ 
struction  permits. 

1.  The  Commission  has  before  it  for 
consideration  (a)  the  above  captioned 
and  described  applications;  (b)  “Peti¬ 
tion  for  Reconsideration  of  Staff  Action 
and  Acceptance  of  Application,  Nunc  Pro 
Tunc,  together  with  Waiver  of  the  Rules 
or  Acceptance  of  Minor  Corrective 
Amendment”  filed  by  Fairleigh  Dickin¬ 
son  University  (“FDU”) ;  (c)  “Petition 
for  Reconsideration”  of  acceptance  of 
PDU’s  application  filed  by  New  York 
University  (“NYU”) ;  (d)  PDU’s  “Op¬ 
position  to  Petition  for  Reconsideration”; 
(e)  FDU’s  “Petition  for  Reconsidera¬ 
tion”  of  acceptance  of  NYU’s  applica¬ 
tion;  (f)  NYU’s  “Opposition  to  Petition 
for  jteconslderation”;  and  (g)  PDU’s 
“Reply  to  Opposition  to  Petition  for  Re¬ 
consideration.” 

2.  On  May  2.  1966,  the  Commission 
released  its  memorandum  opinion  and 
order  (3  FCC  2d  579, 7  RR  2d  273  (1966) ) 
approving  the  agreement  between  NYU 
and  the  United  Nations,  which,  subject 
to  certain  conditions,  would  permit  NYU 
to  utilize  cniaimel  206,  which  in  the  New 
York  area  is  reserved  by  Note  1  to  8  73.501 
(a)  of  the  Commission’s  rules  for  use  by 
the  United  Nations.  In  so  doing,  the 
Commission  accepted  the  NYU  applica¬ 
tion  for  filing  subject  to  the  submission 
of  an  amendment  eliminating  any  1 
mv/m  interference  with  other  FM  sta¬ 
tions.  In  addition,  the  Commission  held 
that  the  channel  ^ould  be  made  avail¬ 
able  to  other  applicants  on  the  same 
basls,^  and  specified  that  the  NYU 
amendment  and  other  applications  would 
have  to  be  received  by  June  16,  1966. 

3.  FDU’s  petition  for  reconsideration 
requested  acceptance  nunc  pro  tunc  of 
its  application  which  had  been  tendered 
on  June  16.  1966,  and  returned  as  un¬ 
acceptable  for  filing  on  June  24,  1966, 


*  As  liMlloaAed  la  the  second  further  order¬ 
ing  clause  below.  If  either  appUcatlon  Is 
granted  It  will  be  subject  to  conditions  spec¬ 
ified  In  the  original  agreement  between  NYU 
and  the  United  Nations. 
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because  of  1  mv/m  Interference  which 
would  have  been  recrived.  FDU’s  posi¬ 
tion  was  that  the  Commission  should 
either  waive  the  rule  barring  the  Inter¬ 
ference  or  accept  Its  corrective  amend¬ 
ment.  By  delected  authority,  the  re¬ 
submitted  application  as  amended  was 
accepted  for  filing  on  July  22,'  1966.  NYU 
then  sought  reconsideration  of  this  ac¬ 
tion  arguing  that  FDU  did  not  tender 
an  acceptable  application  before  expira¬ 
tion  of  the  cutoff  period  and  that  this 
late-filed  applicatira  should  not  have 
been  accepted.  Simultaneously,  Fun’s 
opposed  NYXTs  petition  and  filed  Its  own 
petition  for  reconsideration  attacking 
acceptance  of  the  amended  NYU  appli¬ 
cation.  Subsequent  opposition  and  reply 
pleadings  were  filed  by  NYU  and  PDU, 
respectively. 

4.  Although  the  sequence  of  events  is 
somewhat  complex,  the  issues  which  are 
presented  are  not.  Simply  stated,  NYU 
argued  that  the  timely  filed  version  of 
FDU’s  application  was  In  confiict  with 
the  Commission’s  rules  and  was  not  ac- 
ccHnpanied  by  a  request  for  waiver  as  re¬ 
quired  by  section  1.566  of  our  rules.  Thus, 
FDU’s  aivUcation.  which  was  not 
brought  Into  conformity  with  our  rules 
until  after  the  cutoff  period  ran,  should 
not  have  been  accept^.  FDU’s  respcmse 
contended  that  NYU’s  amended  applica¬ 
tion  also  was  defective  in  that  it  was  not 
properly  signed,  and  as  a  result  it  too 
failed  to  meet  the  cutoff  date.  Neverthe¬ 
less  FDU  supported  the  Commission’s 
action  accepting  both  applications  as  the 
wisest  course  under  the  circumstances. 
It  was  FDU’s  point,  however,  that  if  its 
aiKilication  must  be  returned,  NYU’s 
must  suffer  a  like  fate. 

5.  Although  the  pleadings  also  contain 
considerable  discussion  regarding  the 
relative  Importance  of  the  deficiencies  in 
the  two  applications,  we  need  not  dispose 
of  these  arguments,  for  as  both  parties 
apparently  acknowledge,  we  are  free  to 
waive  the  cutoff  date  and  accept  the  ap¬ 
plications.  In  both  cases,  the  applications 
were  not  acceptable  for  filing  when  the 
cutoff  period  expired;  one  application  vi¬ 
olated  the  spe^c  noninterference  re¬ 
quirement  specified  in  our  niles  and  pub¬ 
lic  notice,  and  the  other  was  not  prop¬ 
erly  signed.  Both  applications  are  now  in 
proper  form  and  we  have  concluded  that 
the  public  interest  would  best  be  served 
by  reaffirming  our  earlier  acceptance  of 
the  applications  to  permit  thetr  prompt 
desig^tion  for  hearing. 

6.  Since  no  determination  has  yet  been 
reached  on  whether  the  antenna  pro¬ 
posed  by  NYU  would  constitute  a  menace 
to  air  navigation,  an  issue  regarding  this 
matter  is  required. 

7.  The  respective  proposals  are  for  dif¬ 
ferent  ccHnmunlties.  Consequently,  it  will 
be  necessary  to  determine  pursuant  to 
section  307(b)  of  the  Communications 
Act  of  1934,  as  amended,  which  of  the 
proposals  would  better  provide  a  fair, 
efficient,  and  equitable  distribution  of 
radio  service. 

8.  Except  as  indicated  below,  the  ap¬ 
plicants  are  qualified  to  construct  and 
operate  as  proposed.  However.  be(»iise  of 
their  mutual  exclusivity,  the  C<axunlssion 
is  unable  to  make  the  statutory  finding 
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that  a  grant  of  the  applications  would 
serve  the  public  interest,  convenience, 
and  necessity,  as  of  the  opinion  that  the 
applications  miist  be  designated  for  hear¬ 
ing  on  the  issues  set  forth  below. 

It  is  ordered,  ’That,  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934,  as  amended,  the  applications  are 
designated  for  hearing  in  a  consolidated 
proceeding,  at  a  time  and  place  to  be 
specified  in  a  subsequent  order,  upon  the 
following  issues : 

1.  To  determine  whether  there  is  a 
reasonable  possibility  that  the  tower 
height  and  location  proposed  by  NYU 
would  constitute  a  menace  to  air  naviga¬ 
tion. 

2.  To  determine,  in  the  light  of  section 
307(b)  of  the  Communications  Act  of 
1934,  as  amended,  which  of  the  proposals 
wAUd  better  provide  a  fair,  efficient,  and 
equitable  distribution  of  radio  service. 

3.  To  determine,  in  the  event  it  is  con¬ 
cluded  that  a  choice  between  applications 
should  not  be  based  solely  on  considera¬ 
tions  relating  to  section  807(b),  which 
of  the  proposals  would  better  serve  the 
public  interest. 

4.  ’To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore¬ 
going  issues  which,  if  either,  of  the  appli¬ 
cations  should  be  granted. 

It  is  further  ordered.  That  the  Federal 
Aviation  Administration  is  made  a  party 
to  the  proceeding. 

It  is  further  ordered,  ’That  in  the  event 
either  sq>plication  is  granted  it  shall  be 
subject  to  the  following  conditions: 

If  the  United  Nations  desires  to  utilize 
the  facilities  on  a  part-time  basis,  such 
use,  based  on  good  faith  negotiations, 
shall  be  set  forth  in  a  written  agreement 
sutHnitted  to  the  Commission  for  prior 
approvsJ.  Control  over  program  content 
shall  remain  with  the  University. 

If  the  United  Nations  desires  to  oper¬ 
ate  the  station,  it  shall  give  1  years  notice 
to  the  University  which  shall,  subject  to 
prior  Commission  approval,  assign  all  its 
interest  in  such  operation.  Compensation 
for  the  equipment  machinery  and  mate¬ 
rials  asslimed  shall  be  on  the  basis  of 
cost  less  d^reciation  with  disputes  set¬ 
tled  by  majority  vote  of  individually 
selected  appraisers  and  an  independent 
appraiser  chosen  by  them. 

Any  dispute  between  the  parties  not 
resolved  by  negotiations  shall  be  referred 
to  arbitration  in  accordance  with  the 
rules  of  the  American  Arbitration  Asso¬ 
ciation  then  obtaining. 

It  is  further  ordered.  That  to  avail 
themselves  of  the  (vportunlty  to  be 
heard,  the  applicants  and  party  re^nd- 
ent  herein,  pursuant  to  S  1.221(c)  of  the 
Commission’s  rules,  in  person  or  by 
attorney  shall,  within  twenty  (20)  days 
of  the  mailing  of  this  order,  file  with  the 
Commission  in  triplicate,  a  written  ap- 
pesirance  stating  an  intention  to  appear 
on  the  date  fixed  for  the  hearing  and 
present  evidence  on  the  issues  specified 
in  this  order. 

It  is  further  ordered.  That  the  appli¬ 
cants  herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934,  as  amended,  and  i  1.594  of  the 
Commission’s  rules,  give  notice  of  the 
hearing,  either  individually  or,  if  feasible 


and  consistent  with  the  rules.  Jointly, 
within  the  time  and  in  the  manner  pre¬ 
scribed  in  such  rule,  and  shall  advise  the 
Commission  of  the  publication  of  such 
notice  as  required  by  8  1.594  of  the  rules 

Adopted:  May  17,  1967. 

Released:  May  23.  1967. 

Fkdkeal  CounmicATiONs 
Commission,* 

[seal]  Ben  F.  Waple, 

Secretary. 

(Fit.  Doc.  07-5896;  Filed,  May  25,  1967; 
8:49  am.] 


(Docket  No.  17457;  FCC  67M-844] 

AMERICAN  TELEPHONE  AND  TELE¬ 
GRAPH  CO.  AND  WESTERN  UNION 
TELEGRAPH  CO. 

Order  Scheduling  Hearing 

In  the  matter  of  ’TELPAK  Tariff  Shar¬ 
ing  Provisions  of  American  Telephone 
and  Telegraph  Co.  and  the  Western 
Union  Telegraph  Co.,  Docket  No.  17457. 

It  is  ordered.  That  David  I.  Kraushaar 
shall  serve  as  Presiding  Officer  in  the 
above-entitled  proceeding;  that  the 
hearings  therein  shall  be  convened  on 
July  26.  1967,  at  10  a.m.;  and  that  a  pre- 
hearing  conference  shall  be  held  on 
June  13,  1967,  commencing  at  9  a.m.: 
And,  it  is  further  ordered.  That  all  pro¬ 
ceedings  shall  take  place  in  the  offices 
of  the  Commission,  Washington,  D.C. 

Issued;  May  22. 1967. 

Released;  May  22. 1967, 

Fedeeal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Secretary. 

[Fit.  Doc.  67-6897;  FUsd,  May  36,  1967; 
8:40  ajn.] 


FEDERAL  MARITIME  COMMISSION 

[Agreein«it  No.  FAA-3] 
ARNCAM  SHIPPING  CO.,  INC.,  ET  AL 

Notice  of  Agreement  Filed  for 
'  Approval 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916  as 
amended  (39  Stat  733,  75  SUt.  763,  46 
U.8.C.  814). 

Interested  parties  may  inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari¬ 
time  Commission,  1321  H  Street  NW., 
Room  609,  or  may  Inspect  the  agreement 
at  the  offices  of  the  District  Managers, 
New  York.  N.Y.,  New  Orleans,  La.,  and 
San  Francisco,  Calif.  Comments  with 
reference  to  the  agreement,  including  a 
request  for  a  hearing,  if  desired,  may  be 
submitted  to  the  Secretary,  Federal 


*  Commlsslonsrs  Bartley  iMvlnger 

absent  and  Commluloner  Ooz  abetatnlng 
fr<Mn  voting. 
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liffcrltlme  Commission,  Washington,  D.C. 
30573.  within  15  days  after  publication 
of  this  notice  in  the  Federal  Register. 
A  copy  of  any  such  statement  or  request 
for  a  hearing  should  also  be  forwarded 
to  Gerald  H.  Ullman,  Esq.,  120  Broad¬ 
way,  New  York,  N.Y.  10005,  counsel  for 
the  parties  to  the  agreement. 

The  agreement  establishes  a  confer¬ 
ence  of  licensed  independent  ocean 
freight  forwarders  known  as  the  Inter- 
modal  Container  Conference  which  is 
formed  to  provide  its  members  a  means 
by  which  they  may  cooperatively  engage 
in  the  business  of  consolidating,  unitiz¬ 
ing,  and  transporting  ship>ments  in  export 
and  import  commerce.  The  conference 
will  conduct  activities  related  to  the 
foregoing  purposes,  such  as,  but  not  lim¬ 
ited  to,  carriage  of  goods  by  surface, 
'ocean,  and  air,  warehousing,  packing, 
ocean  freight  forwarding,  chartering,  a 
break-bulk  operation,  and  freight  con¬ 
solidation. 

The  conference  may  purchase,  lease, 
operate,  or  otherwise  use  facilities  and 
properties  as  may  be  deemed  necessary 
or  appropriate  to  accomplish  the  pur¬ 
poses  set  forth  herein  and  shall  form  a 
corporation  or  such  other  business  enti¬ 
ties  in  sM^rdance  with  law  as  may  be 
required  for  the  aforesaid  purposes. 

The  agreement  also  provides  for  the 
election  of  officers  and  describes  the 
duties  thereof,  and  prescribes  meeting 
and  voting  requirements. 

The  agreement  further  provides  that 

(1)  membership  in  the  conference  is 
restricted  to  ocean  freight  forwarders 
who  maintain  an  o£Qce  in  the  port  of 
New  York  (which  area  is  defined  to 
Include  operations  within  Or  radius  of  50 
miles  of  Columbus  Circle  in  the  city  of 
New  York),  (2)  any  member  may  with¬ 
draw  on  60  days’  notice,  (3)  no  member 
shall  be  expelled  except  for  reasonable 
cause,  the  reasons  for  which  shall  be 
furnished  the  Commission,  and  (4)  the 
agreement  shall  not  become  effective 
until  approved  by  the  Commission. 

Paktibs 

I.  Arncam  Shipping  Co.,  Inc. 

3.  Milton  Snedeker  Corp. 

3.  Fablus  &  Co.,  Inc. 

4.  Austin  Bardwln  &  Co.,  Inc. 

5.  R.  J.  Saunders  &  Co.,  inc. 

6.  Trans  World  Shipping  Cmp. 

7.  Argus  Shipping  Co.,  Inc. 

8.  Penson&Co. 

S.  Bemo  Shipping  Co. 

10.  Maron  Shipping  Agency,  Inc. 

II.  Lunham  &  Reeve,  Inc. 

13.  Albert  ■.  Bowen,  Inc. 

13.  C.  H.  Powell  Co.,  Inc. 

14.  Taub,  Huiqmel  &  Schnall,  Inc. 

15.  Competent  Shipping  Corp. 

16.  Unsw(»th  ft  Co.,  Inc. 

17.  J.  D.  Smith  Interocean  Inc. 

18.  Foreign  Shipping  Service  Co.,  Ino. 

19.  Pitt  ft  Scott  Corp. 

30.  Triangle  Forwarding  Corp. 

31.  Hensel,  Bruckmann  ft  Lorbacher,  Ino. 

32.  F.  N.  S.  Corp. 

23.  Export-Import  Services,  Ino.  , 

34.  HlrabbMk  ft  Smith  Ino. 

35.  Karl  Schroff  ft  Associates,  Ino. 

26.  A.  J.  DeMay  ft  Co.,  Inc. 

27.  Leading  Export  Service  Corp. 

28.  Daniel  F.  Young,  Inc. 

29.  R.  N.  Forwarding  Co.,  Ino. 

30.  Phoenix  Shipping  Ob..  Ino. 


31.  Oaynar  Shipping  Obrp. 

33.  C.  S.  Oreene  ft  Co.,  Inc. 

33.  Markaud  Thaker. 

84.  H.  Stone  ft  Co. 

36.  Almac  Shipping  Co.,  Ino. 

36.  Barr  Shipping  Co.,  Inc. 

37.  Sobel  Shipping  Co. 

38.  Olobe  Shipping  Co.,  Inc. 

39.  Amerford  International  Corp. 

40.  Dunnlngton  ft  Arnold,  Inc. 

41.  Luigi  Serra,  Inc. 

42.  United  States  Forwarding  C(M1>. 

43.  Oerhard  ft  Hey  Co.,  Inc. 

44.  Hudson  ShliHJlng  Co.,  Inc. 

46.  United  Forwarders  Service,  Inc. 

46.  Reliance  Overseas  Corp. 

47.  American  Union  Transport  Fmwardlng, 
Inc. 

48.  Pace  Shipping  Co.,  Inc. 

49.  New  Era  Shipping  Co.,  Inc. 

60.  Mohegan  International  Corp. 

61.  Orbit  Shipping  Corp. 

62.  CaldweU  ft  Co.,  Inc. 

63.  Sperton  Overseas  Shipping  Corp. 

64.  Fort  Forwarding  Inc. 

Dated:  May  23, 1967. 

Thomas  Lisi, 
Secretary. 

[F.R.  Doc.  67-5898;  Filed,  May  26,  1967; 
8:49  a.m.] 


FEDERAL  POWER  COMMISSION 

(Docket  No.  CP67-3801 

ARKANSAS  LOUISIANA  GAS  CO. 

Notice  of  Application 

May  17,  1967. 

Take  notice  that  on  May  8,  1967,  Ar¬ 
kansas  Louisiana  Oas  Co.  (Applicant), 
Post  Office  Box  1126,  Shreveport,  La. 
71102,  filed  in  Docket  No,  CP67-330  an 
application  pursuant  to  section  7(c) 
the  Natural  Oas  Act  for  a  certificate  of 
public  convenience  and  necessity  author¬ 
izing  the  construction  and  operation  of 
certain  natural  gas  facilities  and  the  ac¬ 
quisition  by  purchase  of  certain  other 
natural  gas  facilities,  all  sis  more  fully 
set  forth  in  the  application  which  is  on 
file  with  the  Commission  smd  open  to 
public  inspection. 

Specifically,  Applicant  seeks  authori¬ 
zation  to  acquire  by  purchase  from 
MUsslsslppi  River  Trsmsmisslon  Corp. 
(Mississippi)  the  following  natural  gas 
fsudlities: 

(1)  16.62  miles  of  6- inch  latersU  pipe¬ 
line  designated  as  Mississippi’s  A-23 
Stuttgaut  Latersd, 

(2)  6.72  miles  of  3-inch  lateral  pipe¬ 
line  designated  sub  Mississippi’s  A-34 
England  Latersd, 

(3)  8  feet  of  3-lnch  stub  latersd  pipe¬ 
line  designated  sis  Mississippi’s  A-147 
Humnoke  Latersd,  suid 

(4)  20  feet  of  3-lnch  stub  latersd  pipe¬ 
line  designated  sub  Mississippi’s  A-161 
Coy  Lateral. 

Applicant  also  seeks  authorization  for 
the  construction  smd  operation  of  ap¬ 
proximately  0.10  mile  of  4-lnch  pipeline 
to  Interconnect  the  sUjove-mentioned 
England  smd  Stuttgsu^  laterals. 

Applicant  states  that  the  fsudllties  pro¬ 
pose  to  be  acquired  su«  presently  used 
by  Mississippi  solely  for  the  ssde  smd  de¬ 
livery  of  natural  gSM  to  Appllcsmt.  Appll- 


csmt  proposes  to  connect  the  fsu:illties 
to  its  own  trsmsmisslon  system  and  sup¬ 
ply  its  own  natural  gas  requirements 
previously  served  through  these  lines 
by  Mississippi. 

Appllcsmt  estimates  the  total  cost  of 
the  proposed  construction  at  approxi¬ 
mately  $1,200  and  the  cost  of  the  lateral 
lines  proposed  to  be  su:qulred  by  purchsise 
from  Mississippi,  including  those  above- 
mentioned.  at  $95,473.  Applicant  proposes 
to  cover  the  cost  of  the  propiosed  fsu:illties 
from  cs»h  on  hand. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Wsishington,  D.C.  20426,  in  suxx>rd- 
ance  with  the  rules  of  prsM:tice  and  pro¬ 
cedure  (18  (7FR  1.8  or  1.10)  and  the 
regulations  under  the  Natural  Osis  Act 
(S  157.10)  on  or  before  June  12, 1967. 

TsUce  further  notice  that,  pursuant  to 
the  authority  contsdned  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  protest  or  petition 
to  intervene  is  filed  within  the  time  re¬ 
quired  herein,  if  the  Commission  on  its 
own  review  of  the  matter  finds  that  a 
grant  of  the  certificate  is  required  by  the 
public  convenience  and  necessity.  If  a 
protest  or  petition  for  leave  to  intervene 
is  timely  filed,  or  if  the  Commission  on 
its  own  motion  believes  that  a  formal 
hearing  is  required,  further  notice  of 
such  hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  imless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Gordon  M.  Grant, 
Acting  Secretary. 

[F.R.  Doc.  67-6842;  Filed,  May  25.  1967; 

8:45  a.m.] 


^(Docket  No.  c::P67-334] 

COLORADO  INTERSTATE  GAS  CO. 

Notice  of  Application 

May  18, 1967. 

Take  notice  that  on  May  8.  1967,  Colo¬ 
rado  Interstate  Oas  Co.  (Applicant), 
Post  Office  Box  1087,  Colorado  Springs, 
Colo.  80901,  filed  in  Docket  No.  CP67-334 
an  application  pursuant  to  section  7(c) 
of  the  Natural  Oas  Act  for  a  certificate 
of  public  convenience  and  necessity  au¬ 
thorizing  the  construction  and  operation 
of  certain  natural  gas  facilities,  all  as 
more  fully  set  forth  in  the  application 
which  is  on  file  with  the  CcNnmission  and 
open  to  public  inspection. 

Specifically,  Applicant  seeks  authori¬ 
zation  to  construct  and  operate  addi¬ 
tional  compression  facilities  at  its  Mo- 
cane  Station  in  Beaver  County,  Okla., 
consisting  of  mie  1,440  horsepower  com¬ 
pressor  unit.  Applicant  states  that  this 
facility  will  complete  its  planned  expan¬ 
sion  program  for  the  1967-68  heating 
season. 

Applicant  estimates  the  total  cost  of 
the  proposed  facilities  at  iq;>proximately 
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$833,600.  said  cost  to  be  financed  from 
funds  on  hand. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Com¬ 
mission,  Washington.  D.C.  20426,  in  ac¬ 
cordance  with  the  rules  of  practice  and 
procedure  (18  CFR  1.8  or  1.10)  and  the 
regulatimis  under  the  Natural  Gas  Act 
(5  157.10)  on  or  before  June  16,  1967. 

Take  fiuther  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  Jurisdiction  conferred  upon  the  Fed¬ 
eral  Power  Commission  by  sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com¬ 
mission’s  rules  of  practice  and  procedure, 
a  hearing  will  be  held  without  further 
notice  before  the  Commission  on  this  e4>- 
plicatlon  if  no  protest  or  petition  to  in¬ 
tervene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  a  grant 
of  the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  protest 
or  petition  for  leave  to  intervene  is 
timely  fUed,  or  if  the  Commission  on  its 
own  motion  believes  that  a  formal  hear¬ 
ing  is  required,  further  notice  of  such 
hearing  wUl  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  (h* 
be  represented  at  the  hearing. 

GoEDOM  M.  Grant, 
Acting  Secretary. 

|FJl.  Doc.  67-6844;  Piled.  May  35.  1967; 

8:46  ajn.) 


[Project  No.  2643] 

PACIFIC  POWER  A  LIGHT  CO. 

Notice  of  Application  for  License 
for  Constructed  Project 

May  19. 1967. 

Public  notice  is  hereby  given  that  ap¬ 
plication  for  license  has  been  filed  under 
the  federal  Power  Act  (16  UJ3.C.  791a- 
825r)  by  Pacific  Power  &  Light  Co.  (cor¬ 
respondence  to:  E.  Rob^  de  Luccia, 
Senior  Vice  President,  Pacific  Power  A 
Light  Co.,  Public  Service  Building,  Port¬ 
land,  Oreg.  97204)  for  constructed  Proj¬ 
ect  No.  2643,  known  as  the  Bend  Hydro¬ 
electric  Project,  located  on  the  Deschutes 
River,  In  the  city  of  Bend,  Deschutes 
County.  Oreg. 

The  existing  Bend  Hydroelectric  Proj¬ 
ect  ctmsists  of:  (1)  A  timber  crib  spill¬ 
way  dam  250  feet  long  and  14  feet  high 
extending  across  the  main  chaimel  of 
the  Deschutes  River;  (2)  a  150-foot  long 
concrete  gravity  wing  wall  which  con¬ 
nects  the  spillway  dam  to  the  power¬ 
house;  (3)  a  1-mlle  long  reservoir  with 
a  surface  area  of  approximately  40  acres 
at  elevaUon  3,591.5  feet  (UJS.C.  b  GiS. 
datum) ;  (4)  a  powerhouse,  located  in 
the  secondary  channel  of  the  river,  con¬ 
taining  three  turbines,  operating  under 
15  feet  of  head,  connected  to  three  gen¬ 
erators  with  a  combined  installed  ca¬ 
pacity  of  1,100  kw;  and  (5)  appurtenant 
facilities. 

Protests  or  petitions  to  Intervene  may 
be  filed  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  in  ac¬ 
cordance  with  the  rules  of  practice  and 


procedure  of  the  Commission  (18  CFR 
1.8  or  1.10).  The  last  day  upon  which 
protests  or  petitions  may  be  filed  is  July 
5.  1967.  The  application  is  on  file  with 
the  Commission  for  public  inspection. 

Gordon  M.  Grant, 
Acting  Secretary. 

[PJt.  Doc.  67-6846;  PUed,  May  25,  1967; 
8:45  ajn.] 


(Project  Mo.  2157] 

PUBLIC  UTILITY  DISTRICT  NO.  1  OF 

SNOHOMISH  COUNTY  AND  CITY 

OF  EVERETT,  WASH. 

Order  Providing  for  Hearing  and 
ConHnued  Water  Releases 

Mat  19, 1967. 

Upon  the  Cmnmission’s  own  motion, 
we  are  ordering  that  a  hearing  be  held 
on  questions  affecting  the  operation  of 
the  project  works  and  water  releases 
frmn  Culmback  Dam,  one  part  of  a 
three-dam  project  licensed  as  Project 
No.  2157.  Project  No.  2157  was  authorized 
for  construction  in  two  stages,  the  first 
of  which  has  been  completed  and  pro¬ 
vides  only  for  the  water  suiH^ly  of  the 
city  of  Everett.  Article  28  of  the  license 
calls  for  commencement  of  construction 
of  the  second  stage,  the  power  phase,  6 
years  fnxn  the  date  of  issuance  of  the 
license. 

In  directing  this  hearing  upon  the 
Commission’s  own  motion  and  the  issues 
specified,  the  Commission  intends  that 
there  be  consideration  of  issues  raised 
in  the  joint  petition  and  ccHnplaInt  for 
emergency  bearing  filed  by  the  Wash¬ 
ington  State  Departments  of  Fisheries 
and  Game  on  May  15.  1967,  and  any  re¬ 
sponses  thereto.  TO  facilitate  that  eon- 
sideraticm,  this  order  provides  a  10-day 
period  within  which  joint  licensees  may 
respond  to  the  petition  and  complaint. 

Subject  to  fu^er  Commission  order 
in  the  light  of  any  responses  filed  herein, 
the  specific  issues  to  be  heard  shall  be 
as  follows:  Whether  the  Commission 
should  prescribe  additional  rules  and 
regulations  governing  project  (H^eratlons 
during  the  period  of  repair  or  mainte¬ 
nance  of  the  Culmback  Dam  and  other 
project  wotks,  water  releases  during  that 
period  or  future  periods  of  project  aer¬ 
ation,  repair  or  maintenance,  the 
amoimts  of  any  such  releasee  and  the 
manner  of  completing  project  repairs  or 
maintenance?  Subsidiary  questions  may 
Include  inter  alia  whether: 

(1)  Inspection  of  the  tunnel  shows  re¬ 
pairs  are  necessary  to  the  Culmback  Dam 
tunnel  this  year. 

(2)  Water  releases  should  be  required 
if  Immediate  repairs  are  necessary. 

(3)  If  immediate  repairs  are  not  nec¬ 
essary  what  provisions,  if  any,  shall  be 
made  for  future  water  releases  during 
periods  of  inspection  and  repair. 

Information  available  to  the  Commis¬ 
sion  indicates  that  licensee  city  of  Ever¬ 
ett  proposes  to  undertake  project  inspec¬ 
tion  operations  (Culmback  Dam)  on  or 
alxnit  June  1,  1967,  in  preparation  for 
later  project  repairs  or  maintenance.  It 
is  anticipated  that  the  results  of  that 


inspection  and  any  recommendations 
will  be  presented  by  licensee  at  the  hear¬ 
ing  hereinafter  provided. 

’The  Commission  further  finds: 

(1)  It  is  necessary  smd  i4>propriate 
for  the  purposes  of  the  Federal  Power 
Act.  the  Commission’s  regulations  there¬ 
under  and  the  license  for  Project  No. 
2157,  that  a  hearing  be  ordered  as  here¬ 
inafter  provided. 

(2)  The  period  of  public  notice  given 

in  this  matter  is  reasonable  and  good 
cause  exists  for  a  10-day  period  within 
which  answers  to  the  joint  petition  and  j 
complaint  may  be  filed.  j 

The  Commission  orders :  ' 

(A)  Pursuant  to  the  authority  con¬ 
tained  in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com¬ 
mission  by  the  Federal  Power  Act,  par¬ 
ticularly  sections  4(g) ,  9, 10,  308,  and  309 
thereof,  and  pursuant  to  the  terms  and 
oonditiCNis  of  Articles  28  and  31  of  the 
license  for  Project  No.  2157,  a  public 
hearing  shall  be  held  in  Seattle.  Wash., 
commencing  10  ajn.,  P.d.t.,  June  5,  1967, 
at  a  location  to  be  fixed  by  notice  of  the 
Secretary. 

(B)  Within  10  days  from  the  issuance 
of  this  order  answers  to  the  j<dnt  peti¬ 
tion  and  complaint  of  the  Washington 
State  Departments  of  Fisheries  and 
Game  may  be  filed  with  the  Commission 
in  accordance  with  the  requirements 
of  S  1.15-1.17  of  the  Commission’s  rules 
of  practice  and  procedure. 

(C)  Pending  further  order  of  the 
Commission  licensees  shall  continue 
present  releases  of  water  at  Culmback 
Dam  subject  however  to  the  termination 
thereof  during  a  period  not  exceeding  8 
hoiu%  to  facilitate  Inspection  of  the 
Culmback  Dam  on  or  about  June  1, 
1967. 

(D)  Notices  of  Intervention  and  peti¬ 
tions  to  Intervene  in  this  proceeding  may 
be  filed  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  in 
accordance  with  the  Commission’s  rules 
of  practice  and  procedure  (18  CFR  1.8 
and  1.37)  on  or  before  May  29,  1967. 
Petitioners  may  participate  in  the  hear¬ 
ing  subject  to  Commission  action  on 
their  petitions  to  intervene. 

By  the  Commission. 

[skalI  Gordon  M  Grant, 

Acting  Secretary. 

(P.R.  Doc.  67-6846;  PUed,  May  25,  1967; 

8:46  ajn.] 


[Docket  No.  CP67-336] 

SOUTHERN  NATURAL  GAS  CO. 

Notice  of  Application 

Mat  18, 1967. 

Take  notice  that  on  May  12.  1967, 
Southern  Natural  Gas  Co.  (Applicant), 
Poet  Office  Box  2563,  Birmingham,  Ala. 
35202,  filed  in  Docket  No.  CP67-336  an 
application  pursuant  to  section  7(b)  of 
the  Natural  Gas  Act  for  permission  and 
approval  of  the  Commission  to  abandon 
a  field  sale  of  natural  gas.  aU  as  more 
fully  set  forth  in  the  i^plicatlcm  which 
is  on  file  with  the  Commission  and  (^n 
to  public  inspection. 
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Specifically,  Applicant  seeks  permis¬ 
sion  and  approval  to  abandon  Its  field 
sale  of  natural  gas  to  Tensas  Oas  Gath¬ 
ering  Corp.  (Tensas)  from  the  Locust 
Ridge  Field,  Tensas  Parish,  La.,  due  to 
depletion  of  reserves.  Applicant  states 
that  the  sale  was  made  from  gas  pro¬ 
duct  from  Applicant’s  Interest  in  Locust 
Ridge  Field,  pursuant  to  a  contract  be¬ 
tween  Applicant  and  Tensas  dated  Jan¬ 
uary  15, 1958. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Washington,  D.C.  20426,  in  accord¬ 
ance  with  the  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the 
regiilatlons  under  the  Natural  Oas  Act 
(S  157.10)  on  or  before  June  16,  1967. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  Jurisdiction  conferred  upon  the 
Fedeial  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure.  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  protest  or  petition 
to  intervene  is  filed  within  the  time  re¬ 
quired  herein,  if  the  Commission  on  its 
own  review  of  the  matter  finds  that  per¬ 
mission  and  approval  for  the  proposed 
abandonment  is  required  by  the  public 
convenience  and  necessity.  If  a  protest  or 
petition  for  leave  to  intervene  is  timely 
filed,  or  if  the  Conunlssion  on  its  own  mo¬ 
tion  believes  that  a  formal  hearing  is  re¬ 
quired.  further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for.  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Gordon  M.  Grant, 
Acting  Secretary. 

[FA.  Doc.  67-6847:  Piled,  May  25,  1967; 

8:46  a.m.] 

[Docket  No.  CP64-01  ] 

TRANSWESTERN  PIPELINE  CO. 

Notice  of  Petition  To  Amend 
Mat  19, 1967. 

Take  notice  that  on  May  15,  1967, 
Transwestem  Pipeline  Co.  (Petitioner), 
First  City  National  Bank  Building,  Hous¬ 
ton,  Tex.  77002,  filed  in  Docket  No.  CP64- 
91  a  petition  to  amend  the  order  issued 
by  the  Commission  July  26,  1966,  by 
changing  the  number  and  type  of  com¬ 
pressor  facilities  authorized  and  by  ex¬ 
tending  the  time  within  which  these 
facilities  must  be  plsuied  into  operation, 
all  as  more  fully  set  forth  in  the  petition 
to  amend  which  is  on  file  with  the  Com¬ 
mission  and  open  to  public  inspection. 

In  the  above-mentioned  order.  Peti¬ 
tioner  was  authorized,  in  part,  to  install 
two  1,700  horsepower  compressor  units  in 
its  P-3  Compressor  Station  in  Gray 
County,  ’Fex.  Petitioner  has  not  yet 
needed  or  installed  these  units  and  now 
finds  that  it  will  be  to  its  advantage,  both 
in  terms  of  overall  system  flexibility  and 
economy  to  install  and  operate  four  1,000 
horsepower  compressor  units  iiutoad. 
Petitioner  has  already  installed  one  such 


unit  at  Station  P-3  for  use  in  a  temporary 
sale  which  has  now  terminated.  Peti¬ 
tioner  also  has  another  such  unit  at  its 
Station  9-A  which  can  be  relocated  at 
a  minimum  of  expense  to  Station  P-3. 
Petitioner  now  seeks  authorization  to 
install  and  operate  two  more  such  imlts, 
together  with  necessary  facilities,  piping, 
and  connections,  in  Station  P-3  and  to 
relocate  the  unit  now  in  Station  9-A  to 
Station  P-3. 

The  compression  facilities  authorized 
in  the  above-mentioned  order  were  to 
have  been  placed  in  operation  within  1 
year  from  the  date  of  the  order  and  Pe- 
tioner  hereby  requests  that  the  Com¬ 
mission  extend  the  time  limit  for  placing 
the  above-mentioned  facilities  in  opera¬ 
tion  until  4  months  from  the  date  of  is¬ 
suance  of  the  authorization  requested 
herein. 

Petitioner  estimates  the  total  cost  of 
the  pr(H>osed  facilities  at  approximately 
$629,300,  said  cost  to  be  financed  fn»n 
funds  made  available  from  company 
operations  and  short  term  loans  and  may 
be  refinanced  at  a  later  date.  ’The  above- 
estimated  cost  is  a  substantial  saving 
over  the  estimated  cost  of  the  originally 
authorized  facilities,  said  cost  estimated 
at  eqjproximately  $1,340,000. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Washington,  D.C.  20426,  in  a(xx>rd- 
ance  with  the  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the 
regulations  under  the  Natural  Gas  Act 
(S  157.10)  on  or  before  June  19,  1967. 

Gordon  M.  Grant, 
Acting  Secretary. 

[F.R.  Doc.  67-6849;  FUed,  May  26,  1967; 

8:46  ajn.] 

(Docket  No.  CP67-336) 

UNION  GAS  SYSTEM,  INC.,  AND 
CITIES  SERVICE  GAS  CO. 

Notice  of  Application 

Mat  18, 1967. 

Take  notice  that  on  May  12,  1967, 
Union  Gas  System,  Inc.  (Applicant), 
Post  Office  Box  347,  Independence,  Kans. 
67301,  filed  in  Docket  No.  CP67-335  an 
application  pursuant  to  section  7(a)  of 
the  Naturcd  Gas  Act  for  an  order  of  the 
Commission  directing  Cities  Service  Gas 
Co.  (Respondent)  to  establish  physical 
connection  of  its  transportation  facili¬ 
ties  with  the  facilities  proposed  to  be 
constructed  by  Applicant  and  to  sell  and 
deliver  to  Applicant  volumes  of  natural 
gas  for  resale  and  distribution  by  Appli¬ 
cant  in  the  Gardner  Lake  Area,  Johnson 
County,  Kans.,  all  as  more  fully  set  forth 
in  the  application  which  is  on  file  with 
the  Commission  and  open  to  public  in¬ 
spection. 

Applicant  proposes  to  construct  a  nat¬ 
ural  gas  distribution  system  to  provide 
natural  gas  utility  service  for  the  Gard¬ 
ner  Lake  Area,  Johnson  Coimty,  Kans. 
Applicant  proposes  to  construct  a  lateral 
pipeline  from  the  proposed  distribution 
syst^  to  a  point  of  interconnection  with 
Respondent’s  transmission  line  which 
passes  near  the  northwest  end  of  Gard¬ 
ner  Lake. 


Applicant  estimates  the  third  year 
peak  day  and  peak  annual  natural  gas 
requirements  at  407  Mcf  and  25,630  Mcf, 
respectively. 

Applicant  estimates  the  total  cost  of 
the  proposed  facilities  at  approximately 
$68,283,  said  cost  to  be  financed  from 
funds  on  hand. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis- 
si(m,  Washingtcm,  D.C.  20426  in  accord¬ 
ance  with  the  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  on  or  before 
June  16, 1967. 

Gordon  M.  Grant, 
Acting  Secretary. 

[F.R.  Doc.  67-6850;  FUed.  May  25.  1967; 

8:46  ajn.) 


[Docket  No.  CS66-129] 

CONNALLY  OIL  CO.,  INC,  ET  AL. 

Order  Granting  Relief 

Mat  18,  1967. 

Connally  Oil  Co.  (Connally)  has  re¬ 
quested  reinstatement  of  the  rate  sched¬ 
ules  and  related  rates  set  forth  in  the 
appendix  involving  sales  in  the  Permian 
area.  Prior  to  Issuance  of  the  small  pro¬ 
ducer  certificate  the  rates  proposed  to 
be  reinstated,  which  exceed  the  appli¬ 
cable  area  base  rate  celling  determined  in 
Opinion  Nos.  468  and  468-A,*  were  in  ef¬ 
fect  subject  to  refimd  or  were  Initial 
rates.  Connally  requests  relief  in  con¬ 
formity  with  the  Commission  order  is¬ 
sued  February  6,  1967,  in  Rodman  and 
Late  et  al..  Docket  Nos.  CS66-48  et  al. 

For  the  reasons  set  forth  in  the  Rod- 
man  order,  we  will  permit  Connally  to 
reinstate  effective  as  of  August  11,  1966, 
the  effective  date  of  its  small  pri^ucer 
certificate,  the  rates  set  forth  in  the 
appendix.  The  reinstated  rates  which  ex¬ 
ceed  the  applicable  Permian  ceiling,  how¬ 
ever,  will  subject  to  rejection,  as  of 
the  date  of  reinstatement,  in  the  event 
the  Permian  court  stay  is  dissolved  or  the 
moratorium  provisions  in  Opinion  Nos. 
468  and  468-A  are  upheld  ultimately 
upon  Judicial  review.  The  collection  of 
the  reinstated  rates  which  exceed  the 
applicable  Permian  ceiling  is  also  subject 
to  the  refimd  provisions  of  paragraph 
(D)  of  Opinion  No.  468  as  well  as  the 
refund  provisions  of  any  applicable  sus¬ 
pension  proceeding. 

’The  Commission  orders : 

(A)  Connally’s  rate  schedules  and  the 
related  rates  set  forth  in  the  appendix 
are  reinstated  as  of  August  11, 1966. 

(B)  ’The  rates  reinstated  by  paragraph 
(A)  are  subject  to  rejection  as  of  the 
effective  date  of  reinstatement,  in  the 
event  the  Permian  court  stay  is  dissolved 
or  the  moratorium  provisions  in  Opinion 
Nos.  468  and  468-A  are  upheld  ultimately 
upon  Judicial  review.  ’The  collection  of 
such  rates  is  also  subject  to  the  refund 
provisions  of  paragraph  (D)  of  Opinion 
No.  468  as  well  as  the  refund  provisions 
of  any  applicable -suspension  proceeding. 

By  the  Commission. 

[seal]  Gordon  M.  Grant, 

Acting  Secretary. 
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Docket  No. 

Applicant 

Botestatod 

FFCgM 

rate 

■efaodule 

RatMtebo 
rainstatod 
(eontandefat 
14.«  paXa) 

AppUcablo 
area  base 
rat« 

Rata  pro. 
caadiDc 
dockat(s)  not 
tanntaiatad 

C8Afi-12B _ 

*1 

17.2296 

14.6 

Riao-iot. 

rfMA-i2g 

>2 

17.2296 

•14.8 

14.6 

RI6»-10t. 

rSM-120 

14.6 

C86fr-129.. _ _ 

>4 

■  16.0 

14.6 

rRMWia 

«6 

>1&0 

14.8 

*Coniiall7  was  authorized  under  its  small  producer  certificate  to  collect  the  applicable  area  base  rate  of  14.6  cents 
per  Mef  or  its  eontraet  rate,  whlehever  was  lower,  effective  as  of  the  date  of  issuance  of  such  certificate.  Prior  to  the 
Imuauee  of  that  certificate,  Connally’i  effective  rate  was  10  cents  per  Mcf. 

>  Initial  Rate. 

*  Designated  as  J.  E.  Connally,  doing  bashiees  as  Connally  Oil  Co.  (Operator)  et  al. 

*  Designated  as  J.  E.  Connally  (Operator)  et  al. 

i  Designated  as  J.  B.  Connally,  doing  budness  as  Connally  Oil  Co. 

(FJt.  Doc.  87-^6851;  PUed,  May  35, 1967;  8:4«  ajn.] 


[Docket  Noa.  0-2947  etc.] 

AMERICAN  PETROFINA  COMPANY 
OF  TEXAS  ET  AL 

Findings  and  Order;  Correction 
Mat  11.  1967. 

American  Petroflna  Company  of  Texas 
et  aL  (successor  to  Qraridse  Corp.  et  aL) . 
Docket  Nos.  0-2947,  etc.;  American 
Petroflna  (Company  of  Texas  (Operator) , 
et  aL.  Dorset  No.  RI65-250. 

In  the  findings  and  order  after  statu¬ 
tory  hearing  Issuing  certificates  of  public 
convenience  and  necessity,  cantxllng 
docket  numbers,  amending  certificates, 
permitting  and  an>roving  abandonment 
of  service,  terminating  certifleates,  ter¬ 
minating  rate  proceeding,  substituting 
respondent,  redesignating  proceedings, 
requiring  filing  of  agreements  and  under¬ 
takings,  and  accepting  related  rate 
schedules  and  supplements  for  filing, 
Issued  Septonber  8,  1966,  and  published 
in  the  Federal  Register  September  20, 
1966  (FA.  Doc.  66-10116,  31  F.R.  12456), 
In  the  chart,  at  the  bottom  of  page  12457, 
delete  footnote  after  Dodiet  No. 
RI65-250. 

OORDOM  M.  ORAlfT, 
AcUng  Secretary. 

(F.R.  Doe.  67-8841;  Filed,  May  25,  1967; 

8:45  a.m.] 


(Docket  Nob.  0-2661  etc.] 

BURLINGTON  BANK  &  TRUST  CO. 
ET  AL. 

Findings  and  Order;  Correction 
Mat  11. 1967. 

Burlington  Bank  k  Trust  Co..  Trustee 
(successor  to  H.  E.  Trovillo),  et  aL, 
Docket  Nos.  0-2661  etc.;  Stfmdard  Oil 
Company  of  Texas,  a  division  of  Chevron 
Oil  Co.  and  John  E.  Huff.  Docket  No. 
RI65-829. 

In  the  flndlngs  and  order  after  statu¬ 
tory  hearing  Issuing  certifleates  of  public 
convenience  and  necessity,  canceling 
docket  numbers,  amending  certifleates. 
permitting  and  approving  abandonment 
of  service,  terminating  certifleates.  sub¬ 
stituting  respondent,  making  successors 
co-resp<mdents.  redesignating  proceed¬ 
ings,  requiring  flling  of  agreement  and 
undertaking,  accepting  agreement  and 
undertaking  for  flling,  accepting  trust 


agreement  tor  flling,  and  accepting  re¬ 
lated  rate  schedules  and  supplements  for 
flling.  issued  August  4.  1966,  and  pub¬ 
lished  in  the  Federal  Register  August 
13.  1966  (FA  Doc.  66-8712,  31  FA 
10856),  in  paragraph  6  delete  footnote 
after  Docket  No.  RI65-329. 

OORDON  M.  Orant, 
Acting  Secretary. 

[FJl.  Doc.  67-5843;  FUed,  May  25,  1967; 
8:45  am.] 


[Docket  No.  BI68-S6] 

SOUTHERN  NEW  MEXICO  OIL  CORP. 
AND  TREBOL  DRILUNG  CO. 

Order  Accepting  Offer  of  Settlement; 
Correction 

Mat  4, 1967. 

In  the  order  accepting  offer  of  settle¬ 
ment,  requiring  refunds,  terminating 
proceeding  in  part,  naming  substitute 
respondent,  and  accepting  surety  bond, 
issued  April  25,  1967,  and  published  in 
the  Federal  Register  May  2.  1967  (FH. 
Doc.  67-4827.  32  FA  6748),  in  para¬ 
graphs  2.  4,  and  ordering  paragraph  (B) 
change  "14.45339  cents”  to  read 
”14.459337  cents”. 

Gordon  M.  Grant, 
Acting  Secretary. 

[Fit.  Doc.  67-8848;  FUed,  May  25,  1967; 
8:46  am.] 


FOREIGN-TRADE  ZONES  BOARD 

(Order  No.  73] 

NEW  YORK  CITY 

Reduction  and  Modification  of  Foreign 
Trade  Zone  Boundary 

Pursuant  to  the  authority  granted  in 
the  Foreign-Trade  Zones  Act  of  June  18, 
1934,  as  amended  (48  Stat.  998-1003;  19 
UB.C.  81a-81u),  the  Foreign-Trade 
Zones  Board  has  adopted  the  following 
order  which  is  promidgated  for  the  in¬ 
formation  and  guidance  of  all  concerned : 

Whereas,  the  dty  of  New  York.  Grant¬ 
ee  of  Foreign-Trade  Zone  No.  1  at 
Stiqileton,  Staten  Island.  N.Y.,  filed  an 
application  dated  March  20.  1967,  for 
permission  to  withdraw  19,400  square 
feet  fnxn  the  upland  area  of'the  zone. 


and  rdocate  approximately  800  linear 
feet  of  the  fence  thereon; 

Whereas,  due  to  development  of  a  large 
oontalnershlp  facility  north  of  the  for¬ 
eign-trade  zone,  it  is  necessary  to  im¬ 
prove  and  widen  the  access  road  to  both 
the  zone  and  the  containership  facility. 

Now,  therefore,  the  Foreign-Trade 
Zones  Board,  after  consideration,  ap¬ 
proves  the  request  from  the  city  of  New 
York,  Grantee  of  Foreign-Trade  Zone  No. 
1,  for  permission  to  reduce  the  size  of 
the  upland  zone  area  and  relocate  the 
fence  thereon.  Accordingly,  the  boundary 
of  Foreign-Trade  Zone  No.  1  is  reestab¬ 
lished  in  conformity  with  revised  Ex¬ 
hibit  No.  10.  on  flle  with  the  Foreign- 
Trade  Zones  Board. 

It  is  found  that  compliance  with  the 
notice,  public  rule  making  procedure,  and 
effective  date  requirements  of  the  Ad¬ 
ministrative  Procedure  Act  (5  U.S.C. 
1003)  is  unnecessary  in  connection  with 
the  issuance  of  this  order.  Its  application 
is  restricted  to  one  Foreign-Trade  Zone 
and  is  of  a  nature  that  it  imposes  no 
burden  on  the  parties  of  interest.  The 
effective  date  of  this  order  is,  Uiere- 
fore,  upon  publicaticm  in  the  Federal 
Register.  - 

Signed  at  Washington.  DX).  th<.«i  I9th 
day  of  May  1967. 

[seal!  a.  B.  Trowbridge, 

Acting  Secretary  of  Commerce. 
Chairman  and  Executive  Of¬ 
ficer,  Foreign-Trade  Zones 
Board. 

Attest: 

Richard  H.  Lake, 

Executive  Secretary, 
Foreign-Trade  Zones  Board. 

[F.R.  Doc.  67-5839;  Filed,  May  25,  1967; 

8:48  am.] 


FEDERAL  TRADE  CDMMISSIDN 

GRADING  AND  GRADEMARKING  OF 
SOFTWOOD  LUMBER 

Extension  of  Time  for  Comments 
Public  hearings  were  held  on  March  13- 
15.  1967,  before  the  full  Commission  to 
inquire  into  the  grading  and  grade- 
marking  of  softwood  lumber.  Notices  of 
the  hearings  were  published  in  the  Fed¬ 
eral  Register  issued  November  22,  1966, 
31  Fit.  14800,  and  December  16.  1066, 
31  F.R.  16171. 

Notice  is  hereby  given  that  the  Com¬ 
mission  has  extended  the  closing  date  for 
submission  of  written  views  concerning 
the  subject  matter  of  those  hearings  un¬ 
til  a  date  to  be  established  by  further 
(MTler  of  the  Commission. 

Issued:  May  25, 1967. 

By  the  Commission. 

[SEAL]  Joseph  W.  Shea, 

Secretary. 

[FA  Doe.  67-5912;  FUed.  May  36.  1967; 
8:50  am.] 
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GENERAL  SERVICES  ADMINIS¬ 
TRATION 

irMenU  Property  ManegemonA  Regs.  Tem¬ 
porary  Beg.  B-8] 

SECRETARY  OF  DEFENSE 

Delegation  of  Authority  Regarding 
Federal  Catalog  System 

1.  Purpose.  This  regulation  delegates 
authority  to  the  Secretary  of  Defense  to 
develop  and  maintain  the  Federal  Cata¬ 
log  System. 

2.  Delegation,  a.  Pursuant  to  the  au¬ 
thority  vested  In  me  by  sections  205(d) 
and  206(a)  oT  the  Federal  Property  and 
Administrative  Services  Act  of  1049,  63 
Stat.  390.  as  amended  (40  UB.C.  486(d) 
and  487(a)).  there  Is  hereby  delegated 
to  the  Secretary  of  Defense,  with  power 
to  redelegate,  as  appropriate,  the  author¬ 
ity  to  develop  and  maintain  the  Federal 
Catalog  System  In  accordance  with  the 
objectives  and  provisions  of  40  UJ3.C. 
467.  and  In  accordance  with  10  U.S.C. 
2451-2456.  This  Federal  Catalog  System 
shall  continue  to  provide  for  the  Iden- 
tiflcatlon  and  classlflcatlon  of  personal 
property  under  the  control  of  Federal 
agencies  and  other  related  management 
data  required  and  suitable  for  interde¬ 
partment  supply  activities  and  Qovem- 
ment-lndustry  supply  relationships. 

b.  This  authority  shall  be  exercised  In 
accordance  with  the  policies,  procedures, 
and  controls  establl^ed  by  the  Depart¬ 
ment  of  Defense  and  the  General  Serv¬ 
ices  Administration. 

3.  Effect  on  other  issuances.  Delega¬ 
tion  of  Authority  No.  36  dated  July  19, 
1950.  Is  superseded. 

4.  Effective  date.  This  delegation  of 
authority  shall  be  effective  immediately. 

Lawson  B.  Knott,  Jr., 
Administrator  of  General  Services. 

Mat  19.  1967. 

IFJt.  Doc.  67-6852;  Filed,  May  35,  1967; 
8:46  a.m.] 

INTERAGENCY  TEXTILE 
ADMINISTRATIVE  COMMinEE 

CERTAIN  COTTON  TEXTILES  AND 
COnON  TEXTILE  PRODUaS  PRO¬ 
DUCED  OR  MANUFACTURED  IN 
MALAYSIA 

Entry  and  Withdrawal  From 
Warehouse  for  Consumption 
May  23.  1967. 

On  March  21,  1967,  after  discussions 
with  the  Government  of  Malaysia,  the 
U.S.  Government  requested  the  Govern¬ 
ment  of  Malaysia  to  restrain  for  the  13- 
month  period  beginning  March  21,  1967, 
its  exports  to  the  United  State.^  of  cotton 
textiles  and  cotton  textile  products  In 
Categories  15,  50,  and  51,  produced  or 
manufactured  In  Malasrsla.  Bi  further¬ 
ance  of  the  objectives  of,  and  under  the 
terms  of  the  Long  Term  Arrangement 


Regarding  International  Trade  In  Cot¬ 
ton  Textiles  done  at  Geneva  cm  Febru¬ 
ary  9,  1962,  Including  Article  6(c)  relat¬ 
ing  to  nonparticipants,  the  UB.  Gov¬ 
ernment  is  establishing  restraints  In 
accordance  with  that  request.  These  re¬ 
straints  do  not  apply  to  cotton  textiles 
and  cotton  textile  products  produced  or 
manufactured  In  Malaysia  and  exported 
to  the  United  States  prior  to  March  21, 
1967. 

There  Is  published  below  a  letter  of 
May  19,  1967,  from  the  Chairman  of  the 
President’s  Cabinet  Textile  Advisory 
Committee  to  the  Commissioner  of  Cus¬ 
toms,  directing  that  the  amounts  of  cot¬ 
ton  textiles  and  cotton  textile  products 
In  Categories  15.  50,  and  51.  produced  or 
manufactured  In  Malaysia  which  may 
be  entered  or  withdrawn  from  warehouse 
for  consumption  In  the  United  States  for 
the  designated  12-month  period  be 
limited  to  designated  levels. 

Stanlxy  Nkhmxr, 
Chairman,  Interagency  Textile 
Administrative  Committee, 
and  Deputy  Assistant  Secre¬ 
tary  lor  Resources. 

Ths  Sbckbtabt  or  CoumBcx 

Presioent'b  Cabinet  Textile  AovibobT' 
COMMITTXS 

Washington,  D.C.  20330, 

May  19. 1967. 

COMAflBSIONEB  OF  CUBTOMB, 

Department  of  the  Treasury, 

Washington,  D.C.  20226. 

Deab  Mb.  CoMMiBsioNai:  Under  the  terms 
of  the  Long  Term  Arrangement  Regarding 
International  Trade  In  Cotton  Textiles  done 
at  Geneva  on  February  9.  1962,  Including 
Article  6(c)  thereof  relating  to  nonpar- 
tlclpants,  and  in  accordance  with  the  pro¬ 
cedures  outlined  in  Executive  Order  11053  of 
September  28.  1963,  as  amended  by  Execu¬ 
tive  Order  11314  of  AprU  7,  1966,  you  are 
directed  to  prohibit,  effective  May  31,  1967, 
and  for  the  13-month  period  beginning 
March  21,  1967,  and  extending  through 
March  20.  1968,  entry  Into  the  United  States 
for  consumption  and  withdrawal  from  ware¬ 
house  for  consumption  of  ootton  textiles 
and  ootton  textile  products  In  Categories  18, 
50,  and  61,  produced  or  manufactured  In 
Malaysia,  In  excess  of  the  following  desig¬ 
nated  levels  of  restraint: 


12-month 
'  level  of 

Category  restraint  * 

15 - - .square  yards..  348, 000 

SO  - - - dooen 8, 000 

81 . . do -  8.800 


*  These  levels  have  not  been  adjusted  to 
reflect  entries  made  on  on  after  Mar.  21,  1967. 

In  carrying  out  this  directive,  entries  of 
ootton  textiles  and  ootton  textUe  products  In 
Categories  15,  50,  and  51,  produced  or  manu¬ 
factured  In  Malaysia  and  which  have  been 
exported  to  the  United  States  prior  to  March 
31. 1967,  shaU  not  be  subject  to  thU  directive. 

A  detailed  description  of  the  categories  In 
terms  of  TB.UA.A.  numbers  was  published 
In  the  Fedebal  Registsx  on  July  7,  1966  (31 
F.R.  9310). 

In  carrying  out  the  above  directions,  entry 
Into  the  United  States  for  consumption 
be  construed  to  Include  entry  for  consump¬ 
tion  Into  the  Commonwealth  of  Puerto  Rico. 

The  actions  taken  with  respect  to  the 
Government  of  BCaUyala  and  with  respect  to 
Imports  of  cotton  textiles  and  ootton  tsxtUe 
inroducts  fttxn  Malaysia  have  been  deter¬ 
mined  by  the  PresldMit's  Cabinet  TextUe 


Advisory  Committee  to  Involve  foreign  affairs 
functions  of  ths  United  States.  Therefore, 
the  directions  to  the  Commissioner  of  Cus¬ 
toms.  being  necessary  to  the  Implementation 
of  such  actions.  faU  within  the  foreign  affairs 
exception  to  the  notice  provisions  of  5  VJB.C. 
553.  This  letter  will  be  published  In  the 
Fedebal  Registeb. 

Sincerely  yours. 

A.  B.  TBOWSBIOOX, 

Acting  Secretary  of  Commerce, 
Chairman,  President’s  Cabinet 
Textile  Advisory  Committee. 

[FJt.  Doc.  67-5877:  FUed.  May  25.  1967; 
8:48  am.] 


CERTAIN  COTTON  TEXTILES  AND 

COnON  TEXTILE  PRODUCTS  PRO¬ 
DUCED  OR  MANUFACTURED  IN 

MALAYSIA 

Entry  and  Withdrawal  From 

Warwhous#  for  Consumption 

Correction 

In  F.R.  Doc.  67-5242,  appearing  at  page 
7145  of  the  issue  for  Thursday,  May  11, 
1967,  the  date  on  the  letter  from  the 
Acting  Secretary  of  Commerce  to  the 
Commissioner  of  Customs  should  read 
“May  3.  1967“  instead  of  “May  8.  1967”. 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(FUe  No.  1-3431] 

CONTINENTAL  VENDING  MACHINE 
CORP. 

Order  Suspending  Trading 

Mat  22.  1967. 

It  appearing  to  the  Securities  and  Ex¬ 
change  Commission  that  the  summary 
suspension  of  trading  In  the  common 
stock.  10  cents  par  value  of  Continental 
Vending  Machine  Corp.,  and  the  6  per¬ 
cent  convertible  subordinated  debentures 
due  Sept«nb«r  1,  1976,  being  traded 
otherwlM  than  on  a  national  securities 
exchange  Is  required  In  the  public  Inter¬ 
est  and  for  the  protection  of  Investors; 

It  is  ordered.  Pursuant  to  section  15 
(c)(5)  of  the  Securities  Exchange  Act 
of  1934,  that  trading  In  such  securities 
otherwise  than  on  a  national  securities 
exchange  be  summarily  suspended,  this 
order  to  be  effective  for  the  period  May 
23,  1967,  through  June  1,  1967,  both 
dates  Inclusive. 

By  the  Commission. 

Esxal]  Nkllys  a.  Thobsxn, 

Assistant  Secretary. 

[Fit.  Doc.  67-5863;  Filed,  May  28,  1967; 

8:47  am.] 

[File  No.  1-1686] 

LINCOLN  PRINTING  CO. 

Order  Suspending  Trading 

Mat  22.  1967. 

The  common  stock,  50  cents  par  value, 
and  the  $3.50  cumulative  preferred  stock, 
no  par  value,  of  Lincoln  Printing  Co., 
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being  listed  and  roistered  on  the  Mid¬ 
west  Stock  Exchange  pursuant  to  the 
provisions  of  the  Securities  Exchange  Act 
of  1934  and  the  8  percent  convertible  de¬ 
benture  braids  due  March  13,  1968,  being 
traded  otherwise  than  rai  a  national  se¬ 
curities  exchange;  and 

It  appearing  to  the  Securities  and  Ex¬ 
change  Commission  that  the  summary 
suspension  of  trading  in  such  securities 
on  such  Exchange  and  otherwise  than  rai 
a  natiraial  securities  exchange  is  required 
in  the  public  interest  and  for  the  pro¬ 
tection  ot  investors; 

It  is  ordered.  Pursuant  to  sections 
15(c)  (5)  and  19(a)  (4)  ot  the  Securities 
Exchange  Act  of  1934,  thcd;  trading  in 
such  securities  on  the  Midwest  Stock 
Exchange  and  otherwise  than  on  a  na¬ 
tional  securities  exchange  be  summarily 
suspended,  this  order  to  be  effective  for 
the  period  May  23,  1967,  through  June  1, 
1967,  both  dates  inclusive. 

By  the  Commission. 

[seal]  Nklltx  a.  Thorsen, 

Assistant  Secretary. 

IFJt.  Doc.  67-6864;  Filed,  May  35.  1967; 

8:47  ajn.] 


[70-4487] 

METROPOLITAN  EDISON  CO.  AND 
READING  ELECTRIC  LIGHT  AND 
POWER  CO. 

Notice  of  Proposed  Acquisition  by 
Subsidiary  Public-Utility  Company 
of  Utility  Assets  of  Affiliate  Com¬ 
pany 

Mat  22.  1967. 

Notice  is  hereby  given  that  Metropol¬ 
itan  Edisrai  Co.  (“Met-Ed”) ,  2800  Potts- 
ville  Pike,  Muhlenberg  Township,  Berk 
County,  Pa.,  an  electric  utility  subridiary 
company  of  General  Public  Utilities 
Corp.,  a  registered  holding  oranpany.  and 
Reading  Electric  Light  and  Power  Oo. 
(“Rratdlng”) ,  Reading,  Pa.,  an  affiliate 
of  Met-Ed,  have  filed  a  Joint  declaratirai 
with  this  Cranmlsslon  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  (“Act”),  designating  sections  9(a), 
10.  12(d),  12(f).  12(g),  and  27(a)  of  the 
Act  and  Rule  43  prraniilgated  thereunder 
as  awlicable  to  the  prraxjsed  transac¬ 
tions.  All  interested  persons  are  referred 
to  the  Joint  declaration,  which  is  smnma- 
rized  below,  for  a  cranplete  statement  of 
the  proposed  transactions. 

The  Joint  declaration  requests  ap¬ 
proval  at  this  time  of  the  acquisition  by 
Met-Ekl  and  the  sale  by  ReacUng  on  De¬ 
cember  31, 1992,  of  legal  title  to  the  entire 
property  and  franchises  of  Reading  for 
a  cash  consideration  of  $302,341.82. 
Reading,  which  was  organized  as  a  Penn¬ 
sylvania  public-utility  company,  pres¬ 
ently  has  outstanding  27,500  shares  of 
voting  (»pital  stock.  Of  such  stock,  2,299 
shares,  representing  8.36  percent,  is 
owned  by  Met-Ed,  and  the  balance  is 
held  by  121  other  stockholders,  most  of 
whom  are  individuals.  Reading  entered 
into  an  agreement  with  Met-Ed’s  pred¬ 
ecessor  company.  Metropolitan  Electric 
Co.  (“Metropolitan”),  on  April  12,  1894, 


under  which  (a)  all  of  Reading’s  prop- 
erties  and  franchises  were  leased  by 
Reading  to  Metnvolltan  for  a  term  of 
99  years  frran  and  including  January  1, 
1894,  and  (b)  Metropolitan  is  obligated 
on  the  last  day  of  the  99-year  term,  De¬ 
cember  31. 1992,  to  purchase  the  property 
and  franchises  (rf  Reading  fra:  a  cash 
consideration  of  $300,000  (plus  the  sum 
of  $2,341.82  covering  certain  material  rai 
hand  at  the  date  of  the  agreement).  It 
is  stated  that  said  agreement  vested  in 
MetnHx>lltan  and  its  successor  full 
equitable  title  to  all  of  Reading’s  prop¬ 
erties  and  franchises. 

The  filing  states  that  when  Met-Ed 
Issued  its  first  mortgage  bonds.  1995 
series,  maturing  July  1,  1995  (Holding 
CXimpcmy  Act  Release  No.  15272)  a  ques¬ 
tion  was  raised  whether  permanent  im¬ 
provements.  extensions,  and  additions  to 
the  Reading  properties  are  “property  ad¬ 
ditions”  as  defined  in  Met-Ed’s  inden¬ 
ture  of  mortgage,  dated  November  1. 
1944,  since  the  maturity  date  of  such 
bonds  extends  beyond  the  term  of  the 
Reading  lease.  Met-Ed  seeks  Commis¬ 
sion  approval  of  its  acquisition  of  legal 
title  to  Reading’s  properties  and  fran¬ 
chises  pursuant  to  the  agreement  be¬ 
tween  Reading  and  Met-Ed’s  predecessor. 

The  acquisition  by  Met-Ed  and  the 
transfer  by  Reading  of  all  of  the  prop¬ 
erty  and  franchises  of  Reading,  to  be¬ 
come  effective  on  December  31,  1992, 
have  been  approved  by  the  Pennsylvania 
Public  Utility  Commission.  It  is  stated 
that  no  other  State  cranmlsslon  has  Juris¬ 
diction  over  the  proposed  transactions 
and  that,  should  this  Commission  sq>- 
prove  the  proposed  transactions,  no  other 
Federal  commission  will  have  Jurisdic¬ 
tion. 

Met-Ed  has  agreed  to  bear  the  ex¬ 
penses  of  Reading  in  connection  witJi  the 
proceedings  before  this  Commission  and 
the  Pennsylvania  Public  Utility  Com¬ 
mission.  The  expanses  to  be  incurred  by 
Met-Ed  are  estimated  at  $10,000,  includ¬ 
ing  $1,000  for  Reading’s  counsel  and 
$8,000  for  Met-Ed’s  coimsel. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  Jime  14, 
1967,  request  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na¬ 
ture  of  his  Interest,  the  reasons  for  such 
request,  and  the  issues  of  fact  or  law 
raised  by  said  Joint  declaration  which 
he  desires  to  controvert;  or  he  may  re¬ 
quest  that  he  be  notified  if  the  Commis¬ 
sion  should  order  a  hearing  thereon.  Any 
such  request  should  be  addressed:  Secre¬ 
tary,  Securities  and  Exchsuige  Commis¬ 
sion,  Washington,  D.C.  20549.  A  copy  of 
such  request  should  be  served  personally 
or  ty  mall  (airmail  if  the  person  being 
served  is  located  more  than  500  miles 
from  the  point  of  mailing)  upon  the 
declarants  at  the  above-stated  addresses, 
and  proof  of  service  (by  affidavit  or,  in 
case  of  an  attorney  at  law,  by  certificate) 
should  be  filed  with  the  request.  At  any 
time  after  said  date,  the  Joint  declara¬ 
tion,  as  filed  or  as  amended,  may  be  per¬ 
mitted  to  become  effective  as  provided 
in  Rule  23  of  the  general  rules  and  reg¬ 
ulations  promulgated  xmder  the  Act,  or 
the  Commission  may  grant  exemption 


frran  such  rules  as  provided  in  Rules  20 
(a)  and  100  thereof  or  take  such  other 
action  as  it  may  deem  apprra>riate.  Per. 
sons  who  request  a  hearing  or  advice  ts 
to  whether  a  hearing  is  ordered  will  re¬ 
ceive  notice  of  further  developments  In 
this  matter,  including  the  date  of  the 
hearing  (if  ordered)  and  any  postpone¬ 
ments  thereof. 

PV>r  the  Commission  (pursuant  to  dele¬ 
gated  authority) . 

[SEAL]  Nellte  a.  Thorsen, 

Assistant  Secretary. 

[Fit.  Doe.  67-5868;  Filed,  May  25,  1S«7 
8:47  am.] 


(FUe  No'.  0-562] 

PAKCO  COMPANIES,  INC. 

Order  Suspending  Trading 

Mat  22,  1967. 

It  iqspearlng  to  the  Securities  and  Ex¬ 
change  Commission  that  the  summary 
suspension  of  trading  In  the  common 
sto^  of  Psdcco  Cranpsmles,  Inc.,  and  idl 
other  securities  of  Pakco  Companies,  Inc., 
being  traded  otherwise  than  rai  a  na- 
tionsd  securities  exchange  is  required 
in  the  public  interest  and  for  the  pro¬ 
tection  of  investors; 

It  is  ordered.  Pursuant  to  section  15(c) 
(5)  of  the  Securities  Exchange  Act  of 
1934,  that  trading  In  such  securittes 
otherwise  than  on  a  national  securities 
exchange  be  summarily  suspended,  this 
order  to  be  effective  for  the  period  May 
23, 1967,  through  June  1, 1967,  both  dates 
inclusive. 

By  the  Commission. 

[SEAL]  Nellte  A.  Thorsen, 

Assistant  Secretary. 

[F.R.  Doc.  67-5866;  FUed,  May  35,  1967; 

8:47  am.] 


[811-704] 

PALLAS  COR. 

Notice  of  Application  for  Order  De¬ 
claring  That  Company  Ceased  To 
Be  Investment  Company 

Mat  22, 1967. 

Notice  Is  hereby  given  that  an  applica¬ 
tion  has  been  filed  pursuant  to  section 
8(f)  of  the  Investment  Company  Act 
of  1940  (“Act”)  by  Pallas  Corp.  (“ap¬ 
plicant”),  63  Wall  Street,  New  York, 
N.Y.,  a  New  York  corporation  and  an 
open-end,  nondiversified  Investment 
company  registered  imder  the  Act,  for  an 
order  of  the  Commission  declaring  that 
It  has  ceased  to  be  an  investment  com¬ 
pany.  All  interested  persons  are  referred 
to  the  iqipUcation  on  file  with  the  Com¬ 
mission  for  a  statement  of  iqiplicant's 
representations  which  are  summarized 
below. 

Applicant  states  that  on  December  7, 
1966,  it  transferred  all  its  assets  (except 
cash  retained  to  pay  expenses  of  the 
transfer)  to  Istel  Fund,  Inc.  (“Istel”), 
pursuant  to  the  agreement  and  plan  of 
reorganization  and  liquidation  approved 
by  applicant’s  shareholders  at  a  special 
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meeting  held  cm  Ifovember  30,  1966.  In 
exchange  for  such  assets  applicant  re¬ 
ceived  1,157,653  shares  of  Istcl’s  com¬ 
mon  stock,  the  number  of  shares  having 
been  computed  on  the  basis  of  the  rela¬ 
tive  adjusted  net  asset  values  of  •the 
respective  companies.  Applicant  distribu¬ 
ted  the  Istel  shares  so  received  to  Its 
shareholders  on  January  16,  1987.  On 
December  7,  1966,  m>plicant  had  out¬ 
standing  291,753  shares  of  common 
stock,  which  were  held  of  record  by  24 
shareholders.  As  of  March  7,  1967,  all 
24  shareholders  had  surrendered  their 
certificates  of  applicant’s  stock  for  the 
Istel  stock  received  upon  the  transfer 
of  applicant’s  assets. 

Applicant  further  represents  that  it 
cea^  activities  as  an  investment  com¬ 
pany  on  December  7, 1966,  and  since  that 
date  that  it  has  engaged  only  in  such 
activity  as  has  been  necessary  to  pre¬ 
serve  its  assets  prior  to  distribution,  to 
adjust  and  wind  up  its  business  and  af¬ 
fairs,  to  pay  its  remaining  debts  and  obli¬ 
gations  and  to  distribute  its  assets  in 
ccmiplete  liquidation. 

Section  8(f)  of  the  Act  provides,  in 
pertinent  part,  that  whenever  the  Com¬ 
mission  upon  application  finds  that  a 
registered  investment  company  has 
ceased  to  be  an  investment  company,  it 
shall  so  declare  by  order  and  upon  the 
taking  effect  of  such  order  the  registra¬ 
tion  of  such  company  shall  cease  to  be  in 
effect. 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than 
June  9,  1967,  at  5:30  p.m.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  inter¬ 
est,  the  reasons  for  such  request,  and  the 
Issues  of  fact  or  law  proposed  to  be  con¬ 
troverted  or  he  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  communi¬ 
cation  should  be  addressed:  Secretary. 
Securities  and  Exchange  Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or  by 
mall  (airmail  if  the  person  being  served 
Is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  applicant  at  the 
address  stated  above.  Proof  of  such  serv¬ 
ice  (by  affidavit  or  in  case  of  an  attorney 
at  law  by  certificate)  shall  be  filed  con¬ 
temporaneously  with  the  request.  At  any 
time  after  said  date,  as  provided  by  Rule 
0-5  of  the  rules  and  regulations  promul¬ 
gated  under  the  Act,  an  order  disposing 
of  the  application  herein  may  be  issued 
by  the  Commission  upon  the  basis  of  the 
information  stated  in  said  application, 
unless  an  order  for  hearlhg  thereon  shall 
be  Issued  upon  request  or  upon  the  Com¬ 
mission’s  own  motion.  Persons  who  re¬ 
quest  a  hearing  or  advice  as  to  whether 
a  hearing  is  ordered  will  receive  notice 
of  further  developments  in  this  matter, 
including  the  date  of  the  hearing  (if 
ordered)  and  any  postponements  there¬ 
of. 

For  the  Commission  (pursuant  to  dele¬ 
gated  authority) . 

[seal]  NBLLYB  a.  THORSlIf, 

Assistant  Secretary. 

1F.R.  Doc.  67-6867;  Piled,  May ‘26,  1967; 

8:47  am.] 


PINAL  COUNTY  DEVELOPMENT 
ASSOQATION 

Ordor  Suaponding  Trading 

'  May  22, 1967. 

It  appearing  to  the  Securities  and  Ex¬ 
change  Commission  that  the  summary 
suspension  of  trading  in  the  5%  percent 
Indiutrlal  Develoixnent  Revenue  Bonds 
of  Pinal  County  Development  Associa¬ 
tion  due  April  15,  1989,  otherwise  than 
on  a  national  securities  exchange  is  re¬ 
quired  in  the  public  interest  and  for  the 
protection  of  invest»r8; 

It  is  ordered.  Pursuant  to  section  15 
(c)  (5)  of  the  Securities  Exchange  Act  of 
1934  that  trading  in  such  bonds  be  sum¬ 
marily  siupended,  this  order  to  be  effec¬ 
tive  for  the  period  May  23,  1967,  through 
Jime  1. 1967,  both  dates  inclusive. 

By  the  Commission. 

[«al]  NkLLTi  A.  THoasnf, 

Assistant  Secretary. 

|F.R.  Doc.  67-6868;  Piled,  May  26,  1967; 

8:47  ajn.] 


[PUe  No.  1-4407] 

SPORTS  ARENAS,  INC. 

Order  Suspending  Trading 

Mat  22, 1967. 

It  appearing  to  the  Securities  and  Ex¬ 
change  Commission  that  the  summary 
suspension  of  trading  in  the  common 
stock,  1  cent  par  value  of  Sports  Arenas, 
Inc.,  and  the  6  percent  convertible  de- 
bttitures  being  traded  otherwise  than  on 
a  national  securities  exchange  is  re¬ 
quired  in  the  public  interest  and  for  the 
protection  of  investors; 

It  is  ordered.  Pursuant  to  section  15 
(c)(5)  of  the  Securities  Exchange  Act 
(rf  1934,  that  trading  in  such  securities 
otherwise  than  on  a  naticmal  securities 
exchange  be  summarily  suspended,  this 
order  to  be  effective  for  the  period  May 
23,  1967,  through  June  1,  1967,  both 
dates  inclusive. 

By  the  Commission. 

[seal]  Nxllti  a.  Thorskn, 

Assistant  Secretary. 

[PJt.  Doc.  67-6869;  Piled,  May  25,  1967; 

8:47  sjn.] 


UNDERWATER  STORAGE,  INC. 

Order  Suspending  Trading 

Mat  22,  1967. 

It  appearing  to  the  Securities  and  Ex¬ 
change  Commission  that  the  summary 
suspension  of  trading  in  the  common 
stock  of  Underwater  Storage,  Inc.,  other¬ 
wise  than  on  a  national  securities  ex¬ 
change  is  required  in  the  public  interest 
and  for  the  protection  of  investors; 

71  is  ordered,  Piursuant  to  section  15 
(c)  (5)  of  the  Securities  Exchange  Act  of 
1934,  that  trading  in  such  securities 
otherwise  than  <m.  a  national  securities 
exchange  be  summarily  suspended,  this 
order  to  be  effective  for  the  period  May 


23, 1967,  through  June  1, 1967,  both  dates 
inclusive. 

By  the  Commission. 

[SBALl  NBLLTI  a.  THOUIN, 

Assistant  Secretary. 

[PJi.  Doe.  67-5870;  Plied,  May  25,  1967; 
8:47  ajn.] 


[PUe  Na  1-4371] 

WESTEC  CORP. 

Order  Suspending  Trading 

Mat  22,  1967. 

The  common  stock,  10  cents  par  value, 
of  Westec  Corp.,  bel^  listed  and  regis¬ 
tered  on  the  American  Stock  Exchange 
pursuant  to  provisions  of  the  Securities 
Exchange  Act  of  1934  and  all  other  se¬ 
curities  of  Westec  Corp.,  being  traded 
otherwise  than  on  a  national  securities 
exchange;  and 

It  appearing  to  the  Securities  and  Ebc- 
change  Commission  that  the  summary 
suspension  of  trading  in  such  securities 
on  such  Exchange  and  otherwise  than  on 
a  national  securities  exchange  is  required 
in  the  public  Interest  and  for  the  protec¬ 
tion  of  Investors; 

It  is  ordered.  Pursuant  to  sections  15 
(c)(5)  and  19(a)(4)  of  the  Seeuiities 
Exchange  Act  of  1934,  that  trading  in 
such  securities  on  the  American  Stock 
Ebcchange  and  otherwise  than  on  a  na¬ 
tional  securities  exchange  be  summarily 
suspended,  this  order  to  be  effective  for 
the  period  May  23, 1967,  through  Jime  1, 
1967,  both  dates  inclusive. 

By  the  Commission. 

[seal]  Nellte  a.  Trorssn, 

Assistant  Secretary. 

[PH.  Doc.  67-6871;  Piled,  May  25,  1967; 

8:47  am.] 


niHRSTAn  COMMERCE 
COMMISSION 

FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

Mat  23.  1967. 

Protests  to  the  granting  of  an  appli¬ 
cation  must  be  prepared  in  accordance 
with  Rule  1.40  of  the  general  rules  of 
practice  (49  CFR  1.40)  and  filed  within 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

Lonc-and-Short  Hattl 

.  PSA  No.  41030 — Com  and  grain 
sorghums  to  points  in  Arkansas,  also 
Memphis,  Tenn.  Filed  by  Southwestern 
Freight  Bureau,  agent  (No.  B-8981) ,  for 
interested  rail  earrlers.  Rates  on  corn 
(not  popcorn) ,  com  products,  grain 
sorghums,  and  grain  sorghums  products, 
in  carloads,  from  points  in  Kansas  and 
Missouri,  also  Superior.  Wis.,  to  points 
in  Arkansas,  also  Memphis,  Tenn. 

Grounds  for  relief — Carrier  competi¬ 
tion. 

Tariff — Supplement  115  to  South¬ 
western  Freight  Bureau,  agent,  tariff 
I.C.C.  4494. 
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FSA  No.  41031 — Class  and  commodity 
rates  from  and  to  Conshel,  N.C.  Filed  by 
O.  W.  South,  Jr.,  agent  (No.  A5032) ,  for 
Interested  rail  carriers.  Rates  on  prop¬ 
erty  moving  on  class  and  commodity 
rates,  between  Conshel,  N.C.,  on  the  one 
hand,  and  points  In  the  United  States  and 
Canada,  on  the  other. 

Oroxmds  for  relief — ^New  station  and 
grouping. 

By  the  Commission. 

[seal]  H.  Neil  Oarson, 

Secretary. 

(FJt.  Doc.  67-5901:  Filed,  May  25.  1967; 

8:46  a.m.] 


[Notice  392] 

MOTOR  CARRIER  TEMPORARY 
AUTHORITY  APPLICATIONS 

Mat  23,  1967. 

The  following  are  notices  of  filing  of 
applications  for  temporary  authority 
under  section  210a(a)  of  the  Interstate 
Commerce  Act  provided  for  imder  the 
new  rules  of  Ex  Parte  No.  MC  67  (49 
CFR  Part  340) ,  published  in  the  Federal 
Register,  issue  of  April  27,  1965,  effec¬ 
tive  July  1, 1965.  These  rules  provide  that 
protests  to  the  granting  of  an  applica¬ 
tion  must  be  filed  with  the  field  official 
named  in  the  Federal  Register  publica¬ 
tion,  within  15  calendar  days  after  the 
date  of  notice  of  the  filing  of  the  appli¬ 
cation  is  published  in  the  Federal 
Register.  One  copy  of  such  protest  must 
be  served  on  the  applicant,  or  its  au¬ 
thorized  representative,  if  any,  and  the 
protests  must  certify  that  such  service 
has  been  made.  The  protest  must  be 
specific  as  to  the  service  which  such 
Protestant  can  and  will  offer,  and  must 
consist  of  a  signed  original  and  six  copies. 

A  copy  of  the  application  is  on  file, 
and  can  be  examined  at  the  Office  of  the 
Secretary,  Interstate  Commerce  Com¬ 
mission,  Washington.  D.C.,  and  also  in 
the  field  office  to  which  protests  are  to 
be  transmitted. 

Motor  Carriers  or  Property 

No.  MC  44053  (Sub-No.  4  TA),  filed 
May  19.  1967.  AppUcant:  BONDED 
WAREHOUSE  CO..  1324  East  Lancaster, 
Post  Office  Box  1657,  Port  Worth,  Tex. 
76101.  Applicant’s  representative:  Rea¬ 
gan  Sayers.  Century  Life  Building.  Post 
Office  Box  17007,  Port  WwiJi,  Tex.  76102. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Household  goods, 
(1)  between  points  in  Texas,  and  (2) 
between  points  in  Texas,  (m  the  one 
hand,  and.  on  the  other,  points  in 
Arkansas,  Mississippi,  Florida,  and  Geor¬ 
gia,  for  180  days.  Supporting  shippers: 
Sinclair  Oil  &  Gas  Co.,  Sinclair  Oil 
Building,  Tulsa,  Okla.;  Sherwin-Wil¬ 
liams  Co.,  437  North  Central  Ebcpressway, 
Dallas,  Tex.  75201;  Container  Corp.  of 
America,  500  East  North  Avenue,  Carol 
Stream,  Ill.;  and  3M  Cmnpany,  2501 
Hudson  Road,  St.  Paul,  Minn.  55119. 
Send  protests  to:  Billy  R.  Reid.  District 
Supervisor.  Bureau  of  Operations,  Inter¬ 
state  Commerce  Ccmunisslon,  Room 


9A27  Federal  Building.  819  Taylor  Street; 
Fort  WOTth,  Tex.  76102. 

No.  MC  87720  (Sub-No.  65  TA) .  filed 
May  19.  1967.  Ai^llcant:  BASS  TRANS¬ 
PORTATION  CO.,  INC.,  Old  Croton 
Road,  Star  Route  A,  Flemlngton,  HJ. 
08822.  Applicant’s  representative:  Bert 
Collins.  140  Cedar  Street,  New  York, 
N.Y.  10006.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Office  furniture,  crated  and  uncrated,  for 
the  account  of  Globe- Wernicke  Co.,  from 
Nashville,  Tenn.,  to  points  in  Pennsyl¬ 
vania,  Illinois,  Indiana,  and  Michigan, 
for  180  days.  Supporting  shipper:  ’The 
Globe-Wemlcke  Co.,  division  of  Sheller- 
Globe  Corp.,  Cincinnati,  Ohio  45225. 
Send  protests  to:  Rasrmond  T.  Jones, 
District  Supervisor,  Interstate  Com¬ 
merce  Commission,  Bureau  of  Opera¬ 
tions.  410  Post  Office  Building,  Trenton, 
N.J.  08608. 

No.  MC  108207  (Sub-No.  222  TA) .  filed 
May  19, 1967.  AppUcant:  FROZEN  FCX)D 
EXPRESS.  318  Cadiz  Street,  Post  Office 
Box  5888,  Dallas,  Tex.  75222.  AppU- 
cant’s  representative:  J.  B.  Hstm  (same 
address  as  above).  Authority  soright  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregulso*  routes,  trans¬ 
porting:  Adhesives  cement,  from  Los 
Angeles,  Calif.,  to  Wichita,  Kans.,  Hurst 
and  Benbnxdi,  Tex.,  for  150  days.  Sup¬ 
porting  shipper:  Minnesota  Mining  & 
Manufacturing  Co.,  2501  Hudson  Road, 
St.  Paul,  Minn.  55119.  Send  protests  to: 
E.  K.  Willis,  Jr.,  District  Supervisor, 
Interstate  Commerce  Commission,  Bu¬ 
reau  of  Operations,  513  Thomas  Build¬ 
ing,  1314  Wood  Street,  Dallas,  Tex. 
75202. 

No.  MC  109881  (Sub-No.  9  TA),  filed 
May  19.  1967.  AppUcant:  S’TERNS 
TRANSPORT,  INC.,  Post  Office  Box  397, 
Bradley  Beach,  N.J.  07720.  AppUcant’s 
representative:  Bert  Collins,  140  Cedar 
Street,  New  York,  N.Y.  10006.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  General  commodities  (ex¬ 
cept  those  of  unusual  value,  classes  A  and 
B  explosives,  household  goods  as  defined 
by  the  Commission,  commodities  in  bulk, 
and  commodities  requiring  special  equip¬ 
ment)  ,  between  points  in  the  Jersey  City, 
N.J.,  terminal  area,  on  the  one  hand,  and, 
on  the  other,  points  in  Monmouth  County 
west  of  UB.  Highway  9.  and  points  in 
Ocean  County.  N.J.;  restricted  to  ship¬ 
ments  having  a  prior  or  subsequent 
movement  beyond  New  Jersey  by  con¬ 
necting  line;  for  180  days.  Supporting 
shippers:  Washington  Forge,  Inc., 
EngUshtown,  N.J.  07726;  Thermex  Met- 
aUurgical,  Inc.,  Lakehurst,  N.J.  08733; 
Holmes  ’Transportation,  Inc.,  550  Co- 
chltuate  Road,  Framingham,  Mass.;  H. 
Clay  Glover  Co..  Inc.,  9  Robbins  Street, 
Toms  River,  N.J.;  HME  Motor  Express 
Co.,  Inc.,  2122  TonneUe  Avenue,  North 
Bergen,  N.J.  07047.  Send  protests  to: 
Raymond  T.  Jones,  District  Supervisor, 
Bureau  of  Operations,  IntersU^  Com¬ 
merce  Commission,  410  Post  Office  BuUd- 
ing,  ’Trenton,  N  J.  08608. 

No.  MC  111785  (Sub-No.  28  TA),  filed 
May  19.  1967.  Applicant:  BURNS  MO¬ 


TOR  FREIGHT,  INC.,  Post  Office  Box 
149,  UB.  Highway  219  North,  Marllnton, 
W.  Va.  24954.  AppUcant’s  representative; 
Theodore  Pc^doroff,  917  Munsey  Build! 
ing,  1329  E  Street  NW.,  Washington,  D.C. 
20004.  Authority  sought  to  operate  as  i 
common  carrier,  by  motor  vdiicle,  over 
irregular  routes,  transporting:  Sauxhut. 
ivood  shavings,  wood  chips,  and  refuti 
wood,  in  bulk,  from  Cowen  (Webster 
County),  Richwood  (Nicholas  County), 
Slatyfork  (Pocahontas  County)  (R^. 
road  Name  Laurel  Bank),  Dailey  and 
Elkins  (both  in  Randolph  County), 
W.  Va.,  to  Covington  (AUeglumy 
.County),  Va.,  for  180  days.  Supporting 
shipper:  West  Virginia  Pulp  and  Paper 
Co.,  230  Park  Avwiue,  New  York.  N.Y. 
10017.  Send  protests  to:  H.  R.  White, 
District  Supervisor,  Interstate  Commerce 
Commission,  Bureau  of  Operations,  3202 
Federal  Office  Bull(Ung,  Charleston. 
W  Vft.  25301 

No.  MC  114290  (Sub-No.  31  TA),  filed 
May  19,  1967.  AiH>Ucant  EXLEY  EX¬ 
PRESS,  INC.,  2610  Southeast  Eighth 
Avenue,  Portland,  Oreg.  97202.  Authw- 
ity  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Foodstufft, 
from  Kennewick,  Wash.,  to  points  in 
Arizona;  for  180  days.  Supporting 
shipper:  ’The  Welch  Grapo  Juice  Co., 
Inc.,  Westfield.  N.Y.  14787.  Send  pro¬ 
tests  to :  S.  F.  Martin,  District  Supervisor, 
Interstate  Commerce  Commission,  Bu¬ 
reau  of  Oporations,  450  Multnomah 
Building,  Portland,  Oreg. 

No.  MC  114457  (Sub-No.  68  TA).  filed 
May  19.  1967.  Applicant:  DART 

TRANSIT  COMPANY,  780  North  Prior 
Avenue,  St.  Paul,  Minn.  55104.  Appli¬ 
cant’s  representative:  A.  R.  Fowler,  2288 
University  Avenue,  St.  Paul.  Minn.  55114. 
Authority  sought  to  oi>erate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  rout^,  transporting:  Foodstufft, 
from  the  plantsite  of  American  Hmne 
Poods,  La  Porte,  Ind.,  to  points  in  Iowa, 
Ksmsas,  Minnesota,  Missouri,  Nebraska, 
North  Dakota,  South  Dakota,  and  Wis¬ 
consin;  for  180  days.  Supporting  ship- 
por:  American  Home  Foods,  685  Third 
Avenue,  New  York,  N.Y.  10017.  Send  pro¬ 
tests  to:  A.  E.  Rathert,  District  Super¬ 
visor,  Interstate  Commerce  Commission, 
Bureau  of  Operations,  448  Federal  Build¬ 
ing  and  UB.  Courthouse,  110  South 
Fkmrth  Street.  Minneaix>lis.  Minn.  55401. 

No.  MC  115180  (Sub-No.  41  TA),  filed 
May  19,  1967.  Applicant:  ONLEY  RE¬ 
FRIGERATED  'TRANSPORTA'nON, 
INC.,  408  West  14th  Street.  New  York, 
N.Y.  Applicant’s  representative:  George 
A.  Olsen,  69  Tbnnele  Avenue,  Jersey  Cib^. 
N.J.  07306.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transix>rting:  Ma¬ 
terials,  equipment,  and  supplies  used  or 
useful  in  the  installation  of  swimming 
pools,  from  the  plantsite,  warehouses, 
smd  facilities  of  Major  Pool  Equipment 
Oorp.,  at  South  Kearny,  NJ.,  and  Dels- 
wanna,  N.J.,  to  points  in  that  part  of  the 
United  States  on  and  east  of  a  line  begin¬ 
ning  at  the  junction  of  the  international 
boimdary  li^  between  the  United  States 
and  Canada  and  the  western  boundary 
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of  Koochiching  County,  Minn.,  and-  ex¬ 
tending  south  along  the  western  bound¬ 
aries  of  Koochiching  and  Itasca  Coun¬ 
ties,  Minn.,  to  the  Junction  (rf  the 
Bll^sslppl  River,  thence  south  along  the 
Mlsslssliwl  River  to  the  Junction  of  the 
Ohio  River,  thence  north  of  the  Ohio  and 
Potomac  Rivers  to  the  Atlantic  Ocean; 
for  150  days.  Supporting  shipper:  Major 
Pool  Equipment  Corp.,  Lincoln  Highway 
and  Hackensack  Avenue,  South  Kearny, 
NJ.  07032.  Send  protests  to:  Paul  W. 
Assenza,  District  Supervisor,  Interstate 
Commerce  Commission,  Bureau  of  Oper¬ 
ations,  346  Broadway,  New  York,  N.T. 

No.  MC  115826  (Sub-No.  175  TA), 
filed  May  19, 1967.  Applicant:  W.  J.  DIQ- 
BY,  INC.,  Post  Office  Box  5088,  Ter¬ 
minal  Annex,  1960  3l8t  Street,  Denver, 
Colo.  80217.  Applicant’s  representative: 
John  F.  DeCock  (same  address  m  above) . 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meats,  meat  prod¬ 
ucts,  meat  byproducts,  and  articles  dis¬ 
tributed  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  appendix 
I  to  Descriptions  in  Motor  Carrier  Cer¬ 
tificates,  61  M.C.C.  209  and  766,  from 
Denver,  Colo.,  to  Seattle,  Ta(^ma,  Yaki¬ 
ma,  and  Spokane,  Wash. ;  Portland, 
Oreg.;  Butte  and  Helena,  Mont.;  and 
Boise  and  Idaho  Falls,  I(laho;  Includ¬ 
ing  points  in  the  commercial  zones  of 
points  named;  for  150  days.  Supporting 
shipper:  Litvak  Meat  Co.,  Ii^.,  5900 
York  Street,  Denver,  Colo.  80216.  Send 
protests  to:  Herbert  C.  Ruoff,  District 
Supervisor,  Interstate  Conunerce  Com- 
mlffiion.  Bureau  of  Operations,  2022  Fed¬ 
eral  Building,  Denver,  Colo.  80202. 

No.  MC  127587  (Sub-No.  3  TA),  filed 
May  19,  1967.  AppUcant:  MEXICANA 
REEFER  SERVICES,  LTD.,  880  Mal¬ 
kin  Avenue,  Post  OflBce  Box  2733,  Van¬ 
couver,  British  Columbia,  Canada.  Appli¬ 
cant’s  representative:  Jos.  O.  Earp, 
Freight  Tariff  Bureau,  411  Lyon  Build¬ 
ing,  Seattle,  Wash.  98104.  Authority 
sought  tb  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregrular  routes, 
transporting:  Fruits,  berries,  and  vege¬ 
tables,  fresh  or  frozen;  frozen  foods  and 
food  products,  including  juices,  pies, 
dinners,  and  french  fried  potatoes;  fish, 
fresh  or  frozen,  when  transported  In  the 
same  vehicle  at  the  same  time  as  non¬ 
exempt  commodities,  in  mechanically 
refrigerated  vehicles,  from  points  In 
California,  Oregon,  and  Washington, 
to  ports  of  entry  on  the  International 
boundary  line  between  the  United  States 
snd  Canada,  at  or  near  Blaine  and 
Sumas,  Wash. ;  restricted  to  traffic 
destined  to  points  In  British  Columbia 
and  Alberta  Provinces,  Canada;  for  180 
days.  Supporting  shipper:  York  Farms, 
Ltd.,  Sardis,  British  Columbia,  Canada. 
Send  protests  to:  E.  j.  Casey,  District 
Supervisor,  Bureau  of  Operations,  Inter¬ 
state  Commerce  Conunisslon,  6130  Ax- 
(»de  Building,  Seattle,  Wash.  98101. 

No.  MC  128519  (Sub-No.  1  TA),  filed 
May  19,  1967.  Applicant:  TRAN-WAY 
TRANSPORTAnON  CO.,  doing  business 
as  A-AMERICAN  AUTO  DELIVERY,  a 
(^rporation,  4309  North  16th  Street, 


Phoenix,  Arlz.  85016.  Applicant’s  repre¬ 
sentative:  Pete  H.  Dawson,  4453  East 
Piccadilly  Road,  Phoenix,  Arlz.  85018. 
Authority  sought  to  (derate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  Ir¬ 
regular  routes,  transporting:  Used  pas¬ 
senger  automobiles  and  trucks.  In  sec¬ 
ondary  movements.  In  drlveaway  service, 
between  Phoenix,  Arlz.,  Including  points 
In  the  Phoenix  commercial  zone,  as  de¬ 
fined  by  the  Ccunmlsslon,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
Unlt^  States  (except  Alaska  and  Ha¬ 
waii)  ,  for  180  days.  Supporting  shippers: 
First  National  Bank,  411  North  Central 
Avenue,  Phoenix,  Arlz.  85004;  and  The 
Guaranty  Bank,  Post  Oflfice  Box  2908, 
Phoenix,  Arlz.  Send  protests  to:  Andrew 
V.  Baylor,  District  Supervisor,  Interstate 
Commerce  Ctmimlsslon,  Bureau  of  Oper¬ 
ations,  3427  Federal  Building,  Phoenix, 
Aiiz.  85025. 

No.  MC  128879  (Sub-No.  3  TA) ,  filed 
May  19,  1967.  Applicant:  C-B  ’TRUCK 
LINES,  INC.,  1034  Humble  Place,  El  Paso, 
Tex.  79915.  Applicant’s  representative: 
Randall  R.  Sain  (same  address  as  above) . 
Authority  sought  to  (^rate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  Ir- 
regiUar  routes,  transporting:  Steel,  In 
size  shapes  that  require  special  equip¬ 
ment,  from  the  plantsite  of  Border  Steel 
Rolling  Mills  near  Anthony.  ’Tex.,  to 
points  In  Arizona,  Colorsulo,  New  Mexico, 
and  Texas;  and  scrap  metal,  in  bulk,  on 
return;  for  180  days.  Supporting  shipper: 
Melvin  J.  'Tucker,  Sales  Manager,  Bor¬ 
der  Steel  Mills,  Inc.,  Post  Office  Box  71, 
El  Paso.  Tex.  Send  protests  to:  Harold  M. 
Gregory,  District  Supervisor.  Interstate 
Commerce  Commission,  Bureau  of  Op¬ 
erations,  918  ’Tyler  Street,  Amarillo,  Tex. 
79101. 

No.  MC  129090  TA,  filed  May  19,  1967. 
Applicant:  REPUBLIC  PORTSMOUTH 
STORAGE  CORPORATION,  915  Duke 
Street,  Portsmouth,  Va.  23704.  Appli¬ 
cant’s  representative:  Alan  F.  Wohlstet- 
ter,  1  Farragut  Square  South,  Washing¬ 
ton,  D.C.  20006.  Authority  sought  to  oper¬ 
ate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Household  goods,  as  defined  by  the  Com¬ 
mission,  (1)  between  Portsmouth,  Nor¬ 
folk,  Newport  News,  Hampton,  Virginia 
Beach,  Williamsburg,  and  CThesapeake, 
Va.;  and  (2)  between  points  In  Nanse- 
mond.  Isle  of  Wight,  York,  James  CTlty, 
Surry,  Southampton,  Northampton,  Sus¬ 
sex.  Acc(xnack,  Charles  City,  New  Kent, 
Gloucester,  Mathews.  Middlesex,  ELlng 
William,  King  and  Queen,  Essex,  Rich¬ 
mond,  Northumberland,  and  Lancaster 
Counties,  Va.;  and  Gates,  Chowan,  Peri- 
qulmans,  Pasquotank,  Camden,  and 
Currituck  Counties,  N.C.;  restricted  to 
shipments  having  a  prior  or  subsequent 
movement  beyond  said  points,  in  con¬ 
tainers;  for  180  days.  Supporting  ship¬ 
per:  Interstate  System,  134  Grandvllle 
Avenue  SW.,  Grand  Rapids,  Mich.  Send 
protests  to:  Robert  W.  Waldron.  District 
Supervisor,  Interstate  Commerce  C(»n- 


misslon..  Bureau  of  Operations  10-502 
Federal  Building,  Richmond.  Va. 

By  the  Commission. 

[seal]  H.  Nkil  Garson, 

Secretary. 

[PJl.  Doc.  67-5902;  FUed,  May  35,  1067; 
8:50  am.] 


[Notice  1534] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

Mat  23. 1967. 

Synopses  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com¬ 
merce  Act,  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
279),  appear  below: 

As  provided  in  the  Commission’s 
special  rules  of  practi(»  any  interested 
person  may  file  a  petition  seeking  recon¬ 
sideration  of  the  following  numbered 
proceedings  within  20  days  from  the 
date  of  publication  of  this  notice.  Pur- 
suEUit  to  section  17(8)  of  the  Interstate 
Commerce  Act,  the  filing  of  such  a  peti¬ 
tion  will  post^ne  the  effective  date  of 
the  order  in  that  proceeding  pending  its 
disposition.  ’The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-PC-69568.  By  order  of  May 
19.  1967,  the  Transfer  Board,  approved 
the  transfer  to  Grand  Island  Cartage  Co., 
a  (x>rporatlon.  Broken  Bow,  Nebr.,  of  a 
porti(m  of  the  certificate  of  registration 
No.  MC-59059  (Sub-No.  4),  Issued  De¬ 
cember  16,  1963,  to  James  A.  ’Tuma,  do¬ 
ing  business  as  United  Freight  Lines  of 
Grand  Island,  Grand  Island.  Nebr.,  and 
acquired  by  transferor  herein.  Arrow 
Freight  Lines,  Inc.,  pursuant  to  approval 
and  consummation  in  No.  MC-FC-68180. 
The  portion  of  the  rights  transferred 
evidences  a  right  to  engage  in  Interstate 
or  foreign  commerce  within  the  State  of 
Nebraska.  The  previous  order  entered 
herein  on  April  24.  1967,  denying  the 
application  was  due  to  an  administrative 
error.  That  order  has  been  vacated  and 
set  aside.  Donald  E.  Leonard,  Box  2028, 
Lincoln,  Nebr.  68501,  attorney  for  iq?- 
pllcants. 

No.  MCJ-PC-69606.  By  order  of  May 
22,  1967,  the  Transfer  Board  approved 
the  transfer  to  Ajax  Transport,  Inc., 
Houston,  Tex.,  of  the  operating  rights  in 
certificate  No.  MC-637,  issued  ^ril  28, 
1960,  to  Merle  F.  Harrington  and  Claude 
M.  Harrington,  a  partnership,  doing  busi¬ 
ness  as  J.  J.  Harrington  Itens,  Borger, 
Tex.,  authorizing  the  transportation, 
over  irregular  routes,  of  machinery,  ma¬ 
terials,  supplies,  and  equipment.  Inci¬ 
dental  to,  or  used  in.  the  construction,' 
development,  operation,  and  mainte¬ 
nance  of  facilities  for  the  discovery,  de- 
vel(^ment,  and  production  of  natural 
gas  and  petroleiun,  between  points  in 
described  portions  of  Texas  and  New 
Mexico  and  points  in  Arkansas,  Colorado, 
Kansas,  Oklahoma,  Utah,  and  Wy(Hnlng, 
and  commodities,  other  than  those  de¬ 
scribed  above,  the  transportation  of 
which  requires  the  use  of  special  equip¬ 
ment,  and  related  machinery,  equipment. 
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and  BuppUee.  between  points  in  «  de¬ 
scribed  portion  o<  TexM  end  p^t^ 
Oklahoma  and  Colorado.  Joe  O.  Pen^r, 
802  Houston  First  Savings  Buildliyai. 
Houston,  Tex.,  attorney  for  applicants. 

No.  MC-FC-69640.  By  order  of 
1»,  1987,  the  Transfer  Board  approved 
the  transfer  to  Kenneth  E.  Davis,  Greg¬ 
ory  S  Dak.,  of  the  operating  rights  In 
certmcate  Nc.  MC-10S986  Issued  June 
13,  1948,  to  S.  K.  McCanse;  and  acquired 
by  transferor,  Loren  B.  Siewert,  piw- 
suant  to  approval  and  consummation  In 
No  lIC-FC-67793,  authorizing  the  trans¬ 
portation  of:  Uvestodt,  over  irregular 
routes,  between  points  and  places  Ita 
South  on  and  east  of  South  Da¬ 

kota  Highway  73,  west  of  the  Missouri 
River,  and  south  of  the  White  River,  on 
one  hand,  and,  on  the  other,  points 
aird  places  in  Iowa  and  Nebraska.  Farm 
niachinery  and  implements  and  parts 
therefor,  binder,  twine,  building  ma¬ 
terials,  livestock,  poultry  feeds,  seeds, 
fencing,  lubricating  oils,  and  greases  In 
containers,  over  Irregular  routes,  fhw 
Sioux  City,  Iowa,  and  points  and  places  m 
-  Nebraska,  to  Gregory,  8.  Dak,  and  to 
points  and  places  In  South  Dakota  within 
SO  miles  of  Gregory  except  those  within 


NOTICES 

Incorporated  cities,  towns,  or  vUlag^ 
atwl  except  those  lying  on  or  e^  m  a 
line  drawn  north  and  south  thrown 
Burke,  8.  Dak.,  with  no  transportation 
for  compensation  on  return  except  as 
otherwise  authorised.  Don  A.  Blerle^SM 
Walnut  8treet,  Yankton,  8.  Dak.  S7078, 
attorney  for  applicants. 


[sksl] 


H.  Nkil  Gabson. 

Secretary. 


IPJI.  DOC.  67-6®0S:  FUed,  M»y  98.  l9tT. 
8:50  sjn.) 


(Nonce  1594-A] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

Mat  24. 1987. 

Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  IntersUte  Com¬ 
merce  Act.  and  rules  and  regula^w 
preeciibed  thereunder  (49  CFR  Part 
179),  appear  below; 

As  provided  In  the  Commission’s  spe¬ 
cial  rules  of  practice  any  Interested 
son  may  file  a  petition  seeking  reconsid¬ 
eration  of  the  following  numbered  iwo- 
within  20  days  from  the  date  of 
publication  of  this  notice.  Pursuant  to 


/ 


section  17(8)  of  the  Interstate  Commerce 
Act,  the  filing  of  such  a  petition  will  post¬ 
pone  the  effecttve  date  of  the  order  In 
that  proceeding  pending  Its  disposition. 
The  matters  relied  upon  by  petltlonen 
must  be  specified  in  their  petitions  with 
particularity.  — 

No.  FX).  24580.  By  order  of  May  23, 
1967.  the  Transfer  Board  approved  the 
transfer  to  Edwin  A.  Beers  and  WUUsm 
O  Mlnnls,  a  partnership,  doing  buslnea 
as  Beers  &  Mlnnls,  Sacramento,  Calif.,  of 
amended  certificate  in  No.  W-318.  Issued 
PWaruary  11.  1948.  to  The  River  Lines, 
Inc.,  San  Francisco.  CaMf.,  authorizing 
the  transportatlcm  of:  Commodities  gen¬ 
erally,  by  adf-propdled  vessels  and  by 
non-self-propelled  vessela  with  the  use 
of  separate  towing  vessels,  between 
points  on  the  San  Francisco.  San  Pablo, 
and  Suisan  Bays,  the  Sacramento  River, 
and  on  the  San  Joaquin  River  below  and 
(n/.iiiding  Stockton.  CaUf ,  and  their  trlb- 
utarles.  John  B.  Lowry.  601  California 
Street.  San  Frandsoo.  CaUf.  94108,  at¬ 
torney  for  applicants. 

H.  Nxn.  Qarson, 
Secretary. 

rpju  Doc.  87-6964;  FUed.  May  25,  l»Sr. 

8:61  a-xn.) 
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Title  7— AGRICULTURE 

Chopter  IX — Consumer  and  Market¬ 
ing  Service  (Marketing  Agreements 
and  Orders;  Fruits,  Vegetables, 
Nuts),  Department  of  Agriculture 
(Valencia  Orange  Reg.  204] 

part  908— VALENCIA  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG¬ 
NATED  PART  OF  CALIFORNIA 

Limitation  of  Handling 

§  908.504  Valencia  Orange  Regulation 
204. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  908,  as  amended  (7  CFR  Part 
908) ,  regulating  the  handling  of  Valencia 
oranges  grown  in  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreonent  Act  of  1937,  as 
amended  (7  UJ3.C,  601-674),  and  upon 
the  basis  of  the  recommendations  and 
Information  submitted  by  the  Valencia 
Orange  Administrative  Committee,  es¬ 
tablished  under  the  said  amended  mar¬ 
keting  agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  Valencia*  oranges,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de¬ 
clared  policy  at  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpme  the  effective  date  of  this 
section  imtll  30  days  after  publication 
hereof  in  the  PBositAL  Rsgistsr  (5  UB.C. 
553)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  section  is  based  becsune  avail¬ 
able  and  Uie  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declsu-ed  policy  of  the  act  is  insuf¬ 
ficient,  and  a  reasonable  time  is  per¬ 
mitted,  under  the  circumstances,  for 
preparation  for  such  effective  time;  and 
good  cause  exists  for  making  the  pro¬ 
visions  hereof  effective  as  hereinafter 
set  forth.  The  committee  held  an  (g>en 
meeting  during  the  current  week,  after 
giving  due  notice  thereof,  to  consider 
supply  and  market  conditions  for  Valen¬ 
cia  oranges  and  the  need  for  regula¬ 
tion;  interested  persons  were  afforded 
an  opportunity  to  submit  Information 
and  views  at  this  meeting;  the  recom¬ 
mendation  and  supporting  information 
for  regiilation  during  the  period  qsecifled 
herein  were  prmnptly  submitted  to  the 
Department  after  such  meeting  was 
held;  the  provisions  of  this  section,  in¬ 
cluding  its  effective  time,  are  identical 
with  the  aforesaid  recommendation  of 
the  committee,  and  information  con¬ 
cerning  such  provisions  and  effective 
time  has  been  disseminated  among  han¬ 
dlers  of  such  Valencia  oranges;  it  is 


necessary,  in  order  to  effectuate  the  de¬ 
clared  policy  of  the  act,  to  make  this 
section  effective  during  the  period  herein 
specified;  and  compliance  with  this  sec¬ 
tion  will  not  re<iulre  any  special  prep- 
araticm  on  the  part  of  persons  subject 
hereto  which  cannot  be  completed  on  or 
before  the  effective  date  hereof.  Such 
committee  meeting  was  held  on  Msiy  25, 
1967. 

(b)  Order.  (1)  The  respective  quanti¬ 
ties  of  Valencia  oranges  grown  in  Arizona 
and  designated  part  of  California  which 
may  be  handled  during  the  period  May 
28. 1967,  through  June  3, 1967,  are  hereby 
fixed  as  follows: 

(1)  District  1 :  280,000  cartons; 

(il)  District  2:  345,000  cartons; 

(ill)  District  3:  175,000  cartons. 

(2)  As  used  in  this  section,  “handled.” 
"handler,”  “District  1,”  “District  2,” 
“District  3,”  and  "carton”  have  the  same 
meaning  as  when  used  in  said  amended 
marketing  agreement  and  order. 

(Secs,  l-ie,  48  Stst.  31,  as  amended;  7  UJ9.C. 
801-874) 

Dated:  May  26, 1967. 

Paul  A.  Nicholson, 
Deputy  Director,  Fruit  and  Veg¬ 
etable  Division.  Consumer  and 
Marketing  Service. 

(P.R.  Doc.  87-8087;  PUed,  May  38.  1987; 

11:14  a.m.] 

[Lemon  Reg.  389] 

PART  910— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 
§  910.569  Lemon  Regulation  269. 

(a)  Findings.  (1)  Pursuant  to  the  mar¬ 
keting  agreement,  as  amended,  and 
Order  No.  910,  as  amended  (7  CFR  Part 
910) ,  regulati^  the  handling  of  lemons 
grown  in  California  and  Arizona,  effec¬ 
tive  under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  n.8.C.  601- 
674),  and  upon  the  basis  of  the  rec<Hn- 
mendations  and  information  submitted 
by  the  Lemon  Administrative  Committee, 
established  under  the  said  amended  mar¬ 
keting  agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling 
of  such  lemons,  as  hereinafter  provided, 
will  tend  to  effectuate  the  declai^  policy 
of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Pxdixal  Registxh  (5  U.S.C. 
553)  because  the  time  Intervening  be¬ 
tween  the  date  when  Information  upon 
which  this  section  is  based  became  avail¬ 
able  and  the  time  when  this  section  must 
'become  effective  in  order  to  effectuate 


the  declared  policy  of  the  act  is  insuffi¬ 
cient,  and  a  reasonable  time  is  permitted, 
under  the  circumstances,  for  preparation 
for  such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  The 
committee  held  an  open  meeting  dining 
the  current  week,  after  giving  due  notice 
thereof,  to  consider  supply  and  market 
conditions  for  lemons  and  the  need  for 
regulation;  interested  persmis  were  af¬ 
forded  an  (vportunity  to  submit  infor¬ 
mation  and  riews  at  this  meeting;  the 
recommendation  and  supporting  infor¬ 
mation  for  regulation  during  the  period 
specified  herein  were  promptly  submitted 
to  the  Department  after  such  meeting 
was  held;  the  provisions  of  this  section, 
including  its  effective  time,  are  identical 
with  the  aforesaid  recommendation  of 
the  committee,  and  information  concern¬ 
ing  such  provisions  and  effective  time  has 
been  disseminated  among  handlers  of 
such  lemons;  it  is  necessary,  in  order  to 
effectuate  the  declared  policy  of  the  act, 
to  make  this  section  effective  during  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per¬ 
sons  subject  hereto  which  cannot  be  com¬ 
pleted  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was  held 
on  May  23. 1967. 

(b)  Order.  (1)  The  respective  quan¬ 
tities  of  lemons  grown  in  California  and 
Arizona  which  may  be  handled  during 
the  period  May  28,  1967,  through  June  3, 
1967,  are  hereby  fixed  as  follows: 

(1)  District  1 :  350  cartons; 

(ii)  District  2:  279,000  cartons; 

(ill)  District  3:  Unlimited  movement. 

(2)  As  used  in  this  section,  “handled,” 
“District  1.”  “District  2,”  “District  3,” 
and  “carton”  have  the  same  meaning  as 
when  used  in  the  said  amended  market¬ 
ing  agreement  and  order. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
801-874) 

Dated:  May  25, 1967. 

Paul  A.  Nicholson. 

Deputy  Director,  Fruit  and 
Vegetable  Division,  Consumer 
and  Marketing  Service. 

|F.R.  Doc.  87-8039;  FUed,  May  26,  1987; 

8:49  am.] 


IPlum  Reg.  2] 

PART  917— FRESH  PEARS,  PLUMS, 
AND  PEACHES  GROWN  IN  CALI- 
FORNIA 

Regulation  by  Grades 

Findings.  (1)  Pursuant  to  the  market¬ 
ing  agreement,  as  amended,  and  Order 
No.  917,  as  amended  (7  CFR  Part  917), 
regulating  the  handling  of  fresh  pears, 
plums,  and  peaches  grown  in  the  State 
of  California,  effective  under  the  appli¬ 
cable  provisions  of  the  Agricultural  Mar- 
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